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The outdoor advertising industry of Pennsylvania 
again is a valuable aid to the dental profession 
in the promotion of plans and public interest to 
celebrate National Children’s Dental Health Week. 
The February Journal will carry the complete story. 
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Vivacious smile on tour 


This young immediate denture patient is appearing in person 
at the Trubyte Exhibit at major dental meetings throughout 
the country. 


Her smile is often described as “vivacious” . . . and with good 
reason! Trubyte Bioblend teeth, when seen in the mouth, are 
full of life, and their color appears completely natural because 
Bioblend’s variegated colors are achieved, as in Nature, from 
the inside out. Have you seen what these lively, multiblended 
teeth can do for your denture patients? Ask your Trubyte 
Dealers’ Representative for a demonstration today. 


+ 
TRUBYT e Suwtlend viet 


MULTI-BLENDED VACUUM FIRED PORCELAIN ANTERIORS 
Made in America by The Dentists’ Supply Company of New York - York, Pa 
lL 
The world’s largest manufacturer of fine artificial tooth products. 
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Some 200 of these outdoor poster panels will be displayed 
COVER throughout Pennsylvania to announce National Children’s 
Dental Health Week. 


PENNSYLVANIA DENTAL ASSOCIATION 
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The Journat, owned and published by the Pennsylvania Dental Association, is issued monthly, 
a umes a year: no issues July, August or September. Address all communications to 217 State Street, 
arrisburg, Pa. Subscriptions $2.00 per year; single copies, twenty-five cents. Advertising rates on 
application to the business manager. Second Class matter. Application for reentry pending at Easton, Pa. 
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The Ethical Position Is Clear Ah! 
The dentist has a right to win for himself those things which give him ve W 
and his family the ability to take their proper place in the community which ‘ho p 
he serves, but there is no alternative for the professional man in that he must afeou 
place first his service to the public. (Section 2. Service to the Public. Principles est 
of Ethics, The American Dental Association). public 
: : AP nd : — ealth 
With the change of administration in Washington, the public is expec ull 
ing the fulfillment of campaign promises to attack domestic and world pro | 
e lea 


lems with a new and vigorous approach. The dental profession and the medi 
cal profession will await with interest the introduction of new legislation "6 
relating to health care for the aged. The popular appeal of this issue willf 

place the guardians of the nation’s health in a position where they cannot > 
afford to give less than open-minded consideration to any plan that will i 





: , - Pwoulc 
sure a broadened program of national health care. It is agreed that something Th 
should be done to extend the best possible health service to every citiz aad 


The question of the implementation of such legislation is the reason fom,, pe 
serious concern. The plan adopted in the closing days of the last session off | 9 
Congress is believed by many to leave much to be desired in carrying out #,, ¢4, 
successful program. An acceptable feature of this plan (to some members of... 4 
the health professions) is the method of distribution of federal funds to su If 
port the public assistance programs of the individual states. In many instance hen 
a complete revision of existing state legislation would be necessary to pul 
the plan into effect. There is a question whether this is worthwhile or not. 

It appears that a new program of medical care for the aged finance 
through Social Security will be high on the agenda of the next Congres Repr 
Because of its “socialization” label this approach to the problem has beem§y)jin, 
criticized and opposed whenever suggested. Basically there has been oppoi pri 
tion because the plan does not seem equitable since many people are no 
covered by Social Security. If some of the inequities of this plan can be cor 
rected there is a good chance that some of the objections will be removed and 
this plan may be given a trial. Whatever the decision may be, it will be wel 
to remember that there is no alternative for the professional man in that he 
must place first his service to the public. 
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entistry and Apathy 





Apathy, a small word that lends itself to the one greatest reason for the 
roblems of the dental profession in the exercising of its responsibilities to the 
ental health of humanity. To those of you who read this article, this may ap- 
sar ridiculous, but let each and everyone of the five thousand dentists in the 
ganized profession in Illinois take a good look at himself and ask, “Am I 








joing my share for my profession or have I become provincial, self satisfied, 
nd apathetic in my professional cubicle?” 






“ 


carrying the ball” for the 
(ministrative, judicial, and legislative responsibilities of the profession in the 


Today, approximately four hundred dentists are 





tate of Illinois. Many of you will appease your conscience with the answer, 
Ah! Yes!, there are the ‘politicians’ in the dental society.” Can you sincerely 
him five with this answer? Is this to be the helping hand you extend to the men 
Lich hho plan your scientific meetings, administer the functions of your society, 
a afeguard the legislative benefits granted to you and, above all, keep the dental 


i] 

e ublic—your patients—safe from the charlatans who would destroy dental 

experi ealth as we know it today? . 

Id pro All of us should admit and be ashamed of the apathy that seizes hold when 

e medif"’ leave our office. Admittedly, it’s much easier to sit around all evening watch- 

islationt 8 television, reading a good mystery, or playing bridge rather than attending 

oad willl dental committee meeting. With all this leisure time, if each member of 
ain ganized dentistry in Illinois would give up but two hours per week to his 
extra-curricular professional responsibilities, then the problems of dentistry 
wae ould lessen as by the waving of a magic wand. 

— The changing social and economic conditions continue to heap new re- 
= ponsibilities upon all of us. Let not our apathy throw our fine profession and 

son Mis beneficiaries into the hands of the unscrupulous. 

sion OF Let each man who has not contributed to dentistry step forth and ask what 

3 OU he can do to help. There are jobs to be done by each and every one of us... if 

bers Hive don’t let apathy allow us to shirk these duties. 

to su 












If the above remarks have done nothing more than to be irritating to you, 
stances 


to pu 
not. 


then these words are worthwhile, for irritation can be more readily changed 
0 action than can apathy. Action is life and what is life for, if not for service 


to humanity, to our profession. 
nance 
MgTSReprinted from: 

llinois Dental Journal 
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Use And Abuse of Drugs 


with particular 


emphasis on antibiotics 


ERwIN NETER, M. D. 


cation 

The present era is, indeed, an age of drugs, and particularly has b 

of antibiotics. Utilization of these antimicrobial agents has this v 
revolutionized the entire field of medicine and has contributed to pr 
greatly to the control of many bacterial infections. And yet, it is poorly 
interesting to note that the phenomenon of antibiosis was recog: and n 
nized as early as 1877 by Louis Pasteur but, unfortunately, the in the 
observation was not utilized by this great scientist or his con- the di 
temporaries. The dream of Paul Ehrlich of the magic bullet was shoul 
realized with the discovery of arsphenamine and more recently All 
with that of the sulfonamides and penicillin. Since the demon- count 
stration of the extraordinary clinical efficacy of penicillin the notab 
search for other antibiotics has successfully continued until this actor 
day. Only a few, however, lend themselves for clinical use. than 
sized 
antib 
otten 


Clinical utilization of antibiotics versely, the more insignificant the in | 
; : reacti 


has to be guided by the consideration fection, the more conservative shoulij ~ 
of the relative efficacy and toxicity of — be our attitude. Su] 
each compound. Clearly, the more r . 
serious the infection, the less one hes- . — 
e infection the less one hes Side-Effects ‘ash 
itates to utilize an antibiotic that may or ae 
cause certain possible side-effects. Con- Antibiotics may produce the follow™ have 
ing undesirable reactions: Bare n 
(1) Toxic reactions ease 
(2) Allergic reactions used. 
Condensed from a paper given at the (3) Superinfections veloy 
Thirteenth Annual Conference on Dental ? DT . oil ' 
Health at Pittsburgh on April 27, 1960 by Of all the antibiotics in clinical use ful ¢ 
7 regent gm Neer qe of Bacter- today, penicillin is the least toxic the 
tology and Pediatrics, University of Buffalo —7y;. 3. -learly evide ' t 
Medical School, and the Laboratory of Bac- This is clearly ev ident from the faci the 
teriology, Children’s Hospital, Buffalo, N. Y. that as little as 50,000 units a day mary 





ured patients with lobar pneumonia 
n the early days of penicillin therapy, 
nd as much as 100,000,000 units a 
jay have been administered without 
toxic effects to patients with subacute 
yacterial endocarditis. Which other 
lrug can be used safely in 2,000 times 
a minimally effective dose? 

Both streptomycin and dihydro- 
streptomye in occasionally produce oto- 
toxic effects, and it is recommended 
to discontinue the use of dihydro- 
streptomycin, because toxic effects may 
become manifest long after its ad- 
ministration. In rare instances chlor- 
amphenicol causes blood dyscrasia, 
but the pathogenesis of this compli- 
cation remains unknown. Recently, it 
has been shown that large doses of 
this valuable antibiotic may be toxic 
to premature infants, because of a 
poorly developed detoxifying ability, 
and not to full-term babies. Finally, 
in the presence of renal insufficiency 
the dosage of any and all antibiotics 
should be carefully adjusted. 

Allergic reactions have been en- 
countered with various antibiotics, 
notably with penicillin. Penicillin re- 
actions are less frequent in children 
than in adults. It should be empha- 
sued that oral administration of this 
antibiotic causes such reactions less 
often than injected penicillin, and the 
reactions, if they occur, are less severe. 

Superinfection may follow the use 
of various antibacterial agents, in- 
cluding antibiotics. Secondary mon- 
iliasis and staphylococcal infections 
have been encountered, and, at times, 
g re more severe than the primary dis- 
ease for which the antibiotics were 


used. If black tongue or diarrhea de- 
velops during antibiotic therapy, care- 
lul consideration should be given to 
the possibility of superinfection; if 
the superinfection is serious, the pri- 
mary drug should be discontinued, if 


at all possible, and an appropriate 
antibiotic, effective against the sec- 
ondary pathogen, should be employed. 


Clinical Results 


Striking results have been obtained 
by the use of antibiotics in the treat- 
ment of numerous bacterial infections. 
Particularly impressive are the results 
in certain diseases which, until re- 
cently, were frequently fatal, such as 
sepsis, bacterial meningitis, subacute 
bacterial endocarditis, and others. 


Subacute Bacterial Endocarditis 


This serious systemic infection 
may develop in patients with mal- 
formations of the heart or with after- 
effects of acute rheumatic fever. It 
should be emphasized that this infec- 
tion may be initiated by tooth ex- 
traction and other operative proce- 
dures in the mouth and elsewhere. It 
is the responsibility of the family phy- 
sician to make sure that these candi- 
dates be given the benefit of antibi- 
otic prophylaxis should tooth extrac- 
tion become necessary. Collaboration 
between dentist and physician is a 
necessity. Although the risk of the de- 
velopment of this infection after tooth 
extraction in these subjects is only | 
in 533, it is strongly suggested to ad- 
minister penicillin, or penicillin and 
streptomycin, prior to, and after, tooth 
extraction. It should be emphasized 
that absolute proof is not available re- 
garding the beneficial effects of anti- 
biotic prophylaxis. Should the infec- 
tion develop in such a subject, defin- 
itive diagnosis should be made as soon 
as possible, so that adequate therapy 
can be instituted. If local (tooth cav- 
ity) antibacterial therapy is desirable, 
bacitracin and/or neomycin may be 
used and are preferable to penicillin. 





Abuses of Antibiotics 


(1) Antibiotics should not be em- 
ployed on a routine basis for the pre- 
vention of bacterial complications of 
clean surgical procedures. There is no 
substitute for aseptic technique! And 
it should be emphasized that no mi- 
croorganism has yet become resistant 
to aseptic technique! 

(2) Antibiotic prophylaxis gener- 
ally has not proved to be effective for 
the prevention of secondary bacterial 
infections in such virus diseases as 
measles. However, there are a few pa- 
tients requiring such antibiotic pro- 
phylaxis. 

(3) Antibiotics should not be used 
as a substitute for diagnosis. 

(4) Antibiotics should not be used 
as antipyretics. 

The judicious use of antibiotics can 
be accomplished only if physicians 
and dentists alike keep abreast of de- 
velopments in this field. It is also 
necessary to educate the public on the 
value and limitations of these wonder 
drugs. Let us keep in mind that “what 
is new, is not necessarily better!” Crit- 
ical, complete analysis of available in- 
formation is indispensable, and the 
information given in some advertise- 
ments is frequently not sufficient to 
accomplish this end. 

A few comments on some recent 
additions to our antibiotic armamen- 
tarium are in order. Definitive evalu- 
ation of synthetic penicillin is not yet 
possible. It appears that allergic reac- 
tions to penicillin are not precluded 
by the use of this antibiotic. To what 
extent penicillin G_ resistant infec- 
tions respond to synthetic penicillin 
remains to be determined. For the 
treatment of serious staphylococcal in- 
fections, which do not respond to pen- 
icillin and certain other antibiotics, 
vancomycin, ristocetin, or kanamycin 


should be given consideration. The 
antibiotics are not free of toxic effeg 
and should be employed only in 
pitalized patients. At times, they ax 
life saving. For the local treatment ¢ 
certain bacterial infections either ha 
itracin, neomycin, polymyxin B, 
mixtures thereof have distinct ad 
tages over many other antibiotics, () 
These drugs are bactericidal ag 
susceptible microorganisms. (2) 
sistant strains do not readily 
during treatment. (3) Allergic reat 
tions are but rarely encountered, 


Changing Patterns of Infections 


It must be appreciated that man 
infectious diseases vary in severity a 


different times. In addition, " 
the last several years it has been clear 
ly established that various infection 
notably those caused by the staphy 
lococcus, are more frequently resis 
ant to therapy with penicillin and cer 
tain other antibiotics than they wer 
15 years ago. Also, early treatment d 
certain infections has strikingly re 
duced the incidence of complications 
Thus, effective treatment of otitis pre 
vents mastoiditis, and that of pnew 
monia prevents empyema. 


Synergism and Antagonism of Antibiotics 


It should be emphasized that, if one 
drug is good, two drugs are not ne 
essarily better, and three drugs no 
necessarily best! Synergistic action 0 
two antibiotics, such as penicillin ané 
streptomycin, is being utilized in the 
treatment of subacute bacterial endo 
carditis, if the infecting microorgat 
ism is relatively resistant to penicillin 
Antagonism between antibiotics 
been clearly demonstrated in vilt 
and in experimental animals, but ap 





parently does not play a major role 


clinically. 


Combined Therapy 


Utilization of two or more antibi- 
otics is indicated under the following 
conditions: (1) Mixed infections, if 
a single antibiotic does not affect both 
pathogens. (2) In serious bacterial 
infections prior to definitive etiologic 
diagnosis, such as in purulent men- 
ingitis. It should be stressed that, 
Bonce the diagnosis is made, antibiotics 
no longer needed be discontinued. 
(3) Synergistic pairs of drugs may be 
utilized, as mentioned above. 

Clearly, combinations of antibiotics 
should not be used blindly. And it 
must be appreciated that combina- 
tions of antibiotics on the market do 
not always contain the optimal 
amounts of either drug for a given 
patient. 


Other Uses of Antibiotics 


(1) Antibiotics have been most use- 
ful for studies of microbial physio- 
logy, and information thus gained 
may lead to the discovery of specific 
metabolic inhibitors as chemothera- 
peutic agents. 

(2) Antibiotics can be employed 
in the laboratory for the isolation of 
pathogens from mixed cultures or 
from specimens with several species 
of microorganisms. 

(3) Antibiotics have proved to be 
useful for the study of certain exper- 
imental infections, for example, of 
holera, by surpressing the normal and 
protective bacterial flora. 


Cost of Antibiotics 


Clearly, dentists and physicians 
would like to have for their patients 
drugs which are most effective, cause 
no side-effects, and cost the least. Cost 


of antibiotics is the subject of current 
discussion, too often emotional and 
sensational rather than scientific and 
objective. The question is being raised 
as to whether drugs should be pre- 
scribed by generic or by trade names. 
It seems to this author that there are 
both pros and cons to this problem. 

(1) The very existence of numer- 
ous trade names for a single drug, 
such as penicillin, can be confusing. 

(2) Quality control of generic 
name drugs is not always as optimal 
as that of trade name products. And, 
it must be realized that the Food and 
Drug Administration has control only 
over drugs shipped from one State to 
another. If the compounds were iden- 
tical in every way, then, little reason 
exists to justify ordering by trade 
name. 

(3) Without question, research by 
the pharmaceutical industry has made 
significant contributions in the field 
of antibiotics and of other drugs. The 
author poses the question as to wheth- 
er antibiotic therapy may not have be- 
come a reality toward the end of the 
last century, if Pasteur had the phar- 
maceutical industry behind him as we 
do today. 

(4) A word about advertisement. 
The advertisement by the pharmaceu- 
tical industry is directed toward pro- 
fessional people and reflects, there- 
fore, to some extent, the critical or 
uncritical attitude of dentists and 
physicians. The speaker has found 
the package slips accompanying anti- 
reliable and has had fullest 
cooperation regarding information on 
potency and side-effects of newer an- 
tibiotics from medical directors of rep- 
utable pharmaceutical houses. New 
drugs and derivatives of old ones ap- 
pear on the market at such a rapid 
pace that complete, critical, reliable 
evaluation is not always available 


biotics 





when the drugs reach the market. It 
is necessary to realize that, fortunate- 
ly, many infections are self-limited, 
and one must not necessarily ascribe 
recovery from such a disease to the 
drug used. Post hoc non est propter 
hoc must be remembered by all of us. 
Finally, when considering cost of an 
antibiotic, I find it difficult to put a 
price tag on a life saved or an illness 
shortened, and we should keep in 


mind how many tens of thousands of 
lives were saved by 


antibiotics! 


Conclusion 


It is clear that extraordinary ad- 
vances in the control of many infec- 


tions have been made during the pas 
two decades. A continued post-grad 
uate educational program for dep, 
tists and physicians alike is needed, 
so that these valuable drugs are use 
judiciously. Search for newer dry 
must continue, because infection 
such as the virus diseases, do not 
spond to currently available antin) 
crobial agents and _ because com. 
pounds with lesser side-effects ar 
needed. Education of the general pub 
lic also is a necessity. The laymay 
should not consider his dentist old. 
fashioned, if he prescribes, even iy 
this antibiotic age, a drug such a 
aspirin for the treatment of certair 
infections. 





MORE DENTAL SCHOOL 


A “substantial upturn” in the num- 
ber of applicants for dental schools 
examined this fall was disclosed by 
the American Dental Association. 

There was a 17 per cent increase in 
the number of dental school appli- 
cants tested this fall compared with 
a year ago. 

The 1,561 applicants examined this 
fall compare with 1,332 in 1959 and 
1,486 in 1958. 

The increase was hailed as a “step 
in the right direction” by Dr. Shailer 
Peterson, secretary of the Association’s 
council on dental education. 

But Dr. Peterson tempered his op- 
timism with a warning that the dental 
profession still faces a stiff challenge 
in the area of recruitment if the short- 
age of dentists predicted for 1975 is 
to be headed off. 

The Association council conducts 
an aptitude testing program for appli- 
cants to all 47 U. S. dental schools. 

Dr. Peterson said the tests enable 


APPLICANTS FOR 1961 


schools to predict with a high deg 
of accuracy the probable SUCCESS « 
students. 

Examinations are given three timg 
a year, with the next session schedule 
for January 13-14, 1961, at centers al 
over the country. The deadline fort 
ceipt of applications for this testing 
period by the Association is Decembe 
20. Applications may be sent to 
Association at 222 E. Superior $ 
Chicago, 11. 

The testing program is designed i 
measure applicants’ ability to: 


Read scientific information wi 
comprehension; demonstrate man 
dexterity; deal intelligently wil 
quantitative materials; use and unt 
stand the meaning of words. 

Also, visualize and mentally mam 
ulate three dimensional patterns, @ 
demonstrate knowledge and app 
principles in the fields of biology @ 
chemistry. 





Notes from a Dental Notebook 


Notes from a Dental Notebook is presented for publication by Louis 
I. Grossman, School of Dentistry, University of Pennsylvania. The cor- 
tents of the notebook are presented just as they were entered without 
being edited. All misspelled words and typographical errors are the 
same as in the original copy. The Editor. 


Through the kindness of Dr. O. E. Kahan of the class of 1915 we have 
come into the possession of a rare find. This consists of a pocket note- 
book of a student of the Pennsylvania College of Dental Surgery, 
1869-70 session. The school was later incorporated with that established 
by the University of Pennsylvania. The notebook is leather bound and 
in reasonably good condition. It lists the order of lectures on the inside 


cover as follows: 


Monday Tuesday 
Forbes 
Barker 
Buckingham 


Forbes 
Truman 
Wildman 


Truman 


In addition, it lists the following: 
linical Instruction at the College 
daily, except Sunday, from 2 to 4 
clock, by Dr. E. R. Pettit, Demen- 
trator of Operative Dental Surgery. 

onstrations of Mechanical Den- 
istry in the Laboratory from 9 to 11 
clock A.M. by Dr. Barstow. Clinical 

cture every Saturday afternoon, 2 
clock, by one of the Professors. Clini- 
al Lectures on Wednesdays and Sat- 
urdays, at Blockley Hospital, free to 
mall Students. 

No less than 25 textbooks are listed 
n the following subjects: anatomy, 
physiology, therapeutics, chemistry, 

ne, dental surgery, operative 
fentistry, mechanical dentistry, anes- 
hesia, su rgery, and surgical pathology. 

In a rather clear script the original 
pwner of the notebook occasionally 
gives the names of the lecturers, from 


Wednesday 


Wildman 


Thursday Friday Saturday 
Forbes 

Barker Truman 
Buckingham Wildman 


Barker 
Buckingham 


which one can deduce that: Mr. Mears 
taught anatomy; Dr. Barker: thera- 
peutics; Dr. Buckingham; chemistry; 
Dr. Tyson: physiology and histology; 
Dr. Wildman: mechanical dentistry 
and dental materials; and Dr. Tru- 
man: comparative dental anatomy and 
operative dentistry. At times he 
spelled Dr. Truman’s name as True- 
man. Although William H. Trueman 
was also a graduate of the Pennsyl- 
vania College of Dental Surgery his 
interest was primarily in the field of 
dental literature and research rather 
than in teaching. The person referred 
to is therefore Dr. James Truman who 
later became Dean of the Dental 
School of the University of Pennsyl- 
vania, and for whom the Truman 
Clinic has been named. 

The notebook abounds in formulas 
for hardening plaster, for controlling 





pain, for scenting an operating room, 
for tooth powders, etc. in addition to 
the usual notes on lectures. Some ob- 
servations made almost a hundred 
years ago hold good today. For ex- 
ample, Citric acid exists in lemon & 
is soluble in water, it has a powerful 
effect on tooth enamel. If a patient 
complains of the action of heat & cold 
for 3 weeks or more remove the filling 
as it will terminate in destruction of 
the Pulp. To treat alveolar abscess 
drill into the tooth immediately if pos- 
sible. if it is very sore use the spray 
(?) & then drill in. if you cannot do 
that drill through the Alveolus into 
the sack. 

The etiology of decayed teeth was 
speculated upon, even as it is in some 
small measure today. Caries are sup- 
posed to be produced by Fungi which 
penetrate minute openings in the en- 
amel giving the dark collor peculiar 
to caries they are called infusoria & 
cells. Conta- 


belong to the vegetable 
gion of caries extends only where 


teeth are in contact & by vitiating 
Fluids. Hereditary taint is a cause of 
caries. A Gold Filling & a tin Filling 
or Amalgam filling close together in 
the mouth excite an electric action 
& decay in one or both is the result. 
When the saliva is ropy it is acid. 

In the field of operative dentistry, 
the following advice was taken down 
in the notebook: A small bottle of 
Ammonia loosely Corked set in the 
drawer where foil is kept will preserve 
its adhesiveness (anneal while using). 
All Acid Gasses (Coal Tar) destroys 
adhesiveness of Gold. Rubber pro- 
duces the same effect. 

Apparently they realized the need 
for an impression material that would 
permit the taking of impressions with 
undercuts and a formula is given as 
follows: yellow wax 167; white rosin 
8; and turpentine varnish 6. And, 


when porcelain teeth had t 
ground more than they are today } 
cause there were fewer moulds, 
was need for a polishing agent. 
notebook contains the followip 
Tripoli and putty powder are wy 
for polishing porcelain teeth. Ding 
tions for hardening plaster casts y 
also given. Again we turn to the now 
book and read Plaster boiled in |; 
Seed Oil or in white wax renders; 
hard. Also 1 prt. alum to 9 of wat 
use to mix the plaster Very thin gl 
water used in the same way. The ty 
former mixed together is good. 

Some observations made in the fie 
of periodontics as follows: The dar 
est tartar is found in lower jaw. ital 
sorbs gum tissue & produces periosti 
collects on old teeth generally Gre 
stain produced by mucus found « 
anterior teeth is very destructive 
teeth tissue when an instrument slide 
smoothly over the teeth the tartar 
removed. 

They apparently were as cogni 
of appearances in those days as 
are today. There are a few notes: 
bleaching of teeth. Bleaching. Fillt 
canal about half down use chlon 
for Bleaching. Chloride of lk 
(weakened one half) & acetic acid p 
in the cavity & seal up will bleac 
Nitric acid is recommended | 
bleaching teeth. Also for cauterium 
small fibres of Pulp by dropping in 
a silver wire & applying. 

There is a rather unusual notatio 
of surgery: Tumor taken out by 
Pancoast on 12 of Jan. as large @ 
child’s head on the side of the f 
causeed by a diseased molar too 
been growing for 28 years. 

Ether was at that time a relative 
new discovery and patients had tot 
oriented. Guard your patient abo 
the stories told them of its effects 


(have them) come with an emp 





omach..... Administration at first your patient, inform two to ten min- 
Buns up about ten (pulse beats per utes they are under the influence, the 

minute) face slightly flushed, an ex- appearance of the eye, holding the 
ileration or hearing sounds as of arm out; sink your nail in the gums 
ars (due to the beating of the tempor- are rules to know when you commence 
| artery). Speak authoritatively to operation. He records an ether test. 


TEMPLE HONORS DR. UPDEGRAVE 


On the evening of Saturday, November 19, at the Annual Founder’s Dinner, 
Dr. William J. Updegrave, Professor of Radiodontics, received the Honor 
award presented by the General Alumni Association of Temple University for 
he School of Dentistry. Each year the Alumni Association presents these 
wards to distinguished alumni recommended by their respective School or 
llege Alumni Associations. 

Dr. Updegrave graduated from Temple University School of Dentistry in 
932, and joined the faculty in the same year. He is a former president and a 
ellow of the American Academy of Oral Roentgenology, and a fellow of the 
merican College of Dentists. He is also a member of the American Dental 
sociation, the Academy of Stomatology, the American Academy of Dental 
edicine, the New York Academy of Dentistry, and Omicron Kappa Upsilon 
jational Dental Honorary Fraternity. 

Dr. Updegrave was appointed Professor of Radiodontics in 1947. He is rec- 
gnized as one of the world’s leading dental roentgenologists, and has had 
umerous articles published in leading dental journals, as well as having lec- 
ured throughout the United States and in many foreign countries. 


ORAL SURGEONS ELECT OFFICERS 


The American Society of Oral Surgeons elected the following officers to 
erve during 1960-61 at its Forty-Second Annual Meeting in Phoenix, Arizona, 
@ctober 12-15, 1960. President: Dr. Frank H. O'Halloran, Evansville, Indiana; 

esident Elect: Dr. Lyall O. Bishop, Walnut Creek, California; Vice Presi- 

lent: Dr. Edward C. Thompson, Urbana, Illinois; Secretary-Treasurer: Dr. 
troy W. Peterson, Clayton, Missouri. Elected to the Executive Council were: 
Dr. Daniel F. Lynch, Washington, D. C., Dr. John S. McQuade, Ventnor City, 
Yew Jersey, Dr. Irwin T. Hyatt, Atlanta, Georgia, Col. Robert B. Shira, 
Nashington, D. C., and Dr. Fred A. Henny, Detroit, Michigan. 

The Society’s sixth Honorary Membership was awarded Dr. Hamilton 
. G. Robinson, Dean of the School of Dentistry, University of Kansas City, 
ansas City, Missouri, for his contributions to the advancement of oral 

rgery. 

Dr. Claude S$. LaDow of Philadelphia, was elected to the Board of Direc- 
ors of the American Board of Oral Surgery by the Membership of the So- 
ety. He will serve as a Director for a period of seven years. 
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MRS. ALFRED TEITSWORTH OF 
KINGSTON TO LEAD AUXILIARY 
AS PRESIDENT IN TITH YEAR 


Dear Auxiliary Members: 


Greetings and Best Wishes for a Happy New Year, to each one of yo 
as we begin our eleventh year as the Women’s Auxiliary to the Pennsylvan 
Dental Association. 


I deeply appreciate the honor that you have conferred upon me, and | 
shall preserve and treasure this honor. I am glad to have the opportunity 
serving you as President, and look forward to a wonderful year. I will ne 
the help and co-operation of everyone, if we are to attain the goal we har 
set for the Auxiliary. I know I can depend on you for this support. 


We must continue to work very hard to sell and rent the Happy Sto 
film which is our State Dental Health Education Project. lf each compones 
Auxiliary meets this challenge, we can decrease our financial obligation. 


It is my hope that during the year, we will reach out and bring 
new members into our fold. A well informed, enthusiastic and loyal 
bership is a valuable asset. 

Mrs. ALFRED N. TEITswor 


TITLE OFFICER 
President Mrs. ALFRED N. TEITSWORTH 
782 Wyoming Avenue, Kingston 


Vice-Pres Mrs. CHARLES A. GRIM 
2012 Steuben Road, Reading 


Pres-Elect Mrs. JOHN BELL 
904 Park Avenue, Windber 


Recording Mrs. SAMUEL DETWEILER 
Sec. 33 St. Peter Street, Schuylkill Haven 
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MRS. LESTER KERN, RETIRING 
AS AUXILIARY PRESIDENT, SEES 
BRIGHT FUTURE FOR THE GROUP 


Dear Auxiliary Members: 


The year 1960 has certainly been a memorable one for me. Our year 
together has been pleasant and fruitful, and I sincerely hope that our work 
in Dental Health Education will continue to progress in the years ahead. 


My heartfelt thanks to all people who have so willingly given their time 
o make my year a successful one. 


My sincere good wishes for continued success under the leadership of 
our new President, Mrs. Alfred N. Teitsworth. | am confident that her 
apable guidance, combined with the support of each one of you, will assure 
s another wonderful year. 


Mrs. Lester T. KERN 


Mrs. Georce A. HUTTER Luzerne 
375 Carey Avenue, Wilkes-Barre 

Mrs. FRANcis M. CorsELLo Odontological 
226 Waldorf Street, Pittsburgh 14 

Past-President Mrs. Lester T. KERN Odontological 

221 Tech Road, Pittsburgh 5 

‘arliamentarian Mrs. Cart E. Hontz Luzerne 

72 W. Center Street, Shavertown 


Mrs. Wm. A. Rose Scranton 
2415 N. Washington Avenue, Scranton 


DELEGATES ALTERNATES 


ks. Ropert CHAIN Lancaster Mrs. Georce W. Knotts York 


RS. RICHARD BAILEY Harrisburg Mrs. L. C. Smirn, Jr. Beaver 


RS. JOHN SPECKER Scranton Mrs. WAYNE WATERMAN Scranton 


RS. ROBERT FLOWERS Berks Mrs. EDWARD SHAFFER Cambria 





COMMITTEE CHAIRMEN 
Constitution 
and 
By Laws Mrs. Greorce P. Boucek 
2298 Clearview Drive, Pittsburgh 37 


Convention Mrs. Harry D. HAMILTON 
134 W. Main Street, Fleetwood 


Credentials Mrs. E. Harowp FINNERTY ' For fui 
1411 Pittston Avenue, Scranton 


Mrs. Frank J. BaALester, VICE CHRMN. 
1015 Monroe Avenue, Scranton 


Dental Health Mrs. ALBERT J. BLASE 
Education 900 Hollywood Circle, Williamsport 


Mrs. C. E. OAKLey, Vick CHRMN. 
838 N. Meadowcraft Avenue, Pittsburgh 


Finance Mrs. Lester T. KERN 
221 Tech Road, Pittsburgh 5 

Liaison Mrs. Harry K. WILLITs 
1615 Palm Street, Reading 

Mrs. Georce N. Pappas, Vick CHRMN. 

Box 393, R. D. 1, Leesport 

Membership Mrs. LAwrence W. CLARK 
263 James Street, Kingston 


Publicity Mrs. Henry T. SILBERMAN 
213 East High Street, Lebanon 


Thi 
606 N. 17th Street, Harrisburg comp! 
and f 


Registration Mrs. P. F. McCracken 


Advisor Dr. J. Epwarp EVERETT? Pa. 
New Castle 

Prese 

Irving 

for 1¢ 

Th 

Table Clinicians Needed practi 


Any member of the Pennsylvania and it is necessary that any membqgy , 
Dental Association who is planning interested in participating must mai jg) 
on being in the Midwest next spring early reservation. Participation a Th 
will have an opportunity to partici- table clinician would, of course, 
pate in one of the nation’s largest a trip to the Midwest tax-deductib 
dental conventions, the 104th Annual Further information and details¢ 
Meeting of the Michigan State Dental _ be obtained by contacting Dr. John] 
Association. The meeting will be held Meade, 526 Townsend St., Lansing 
April 10—12, 1961 in Detroit. Michigan. Information on clinic 

Reservations are now being taken _ ics and equipment should be include 
for table clinicians for this meeting, when contacting Dr. Meade. 








POSTGRADUATE COURSES 











For further information about specific postgraduate courses write to one of the following: 


Director, Postgraduate Courses Director of Graduate Education Director of Postgraduate Studies 
School of Dentistry School of Dentistry School of Dentistry 

University of Pennsylvania University of Pittsburgh Temple University 

4001 Spruce Street Thackery and O'Hara Streets $223 North Broad Street 
Philadelphia 4, Pa. Pittsburgh 13, Pa. Philadelphia 40, Pa. 





Temple 











Anatomy—Head and Neck Dissection Will be presented by Richard M. Snodgrasse, 
Ph.B., M.A., Ph.D., February 1 to May 17, 1961. 

This course is a guided participation and advanced dissection study of the 
gross anatomy of the head and neck with emphasis on the masticatory 
apparatus and the structures of the oral cavity. 


Advanced Fixed Prosthesis Will be presented by Dr. George Straussberg on Feb- 
ruary 6, 7, 8, 9, 10, 11, 1961. 

This course covers the range from the construction of a single unit to 
complement periodontal therapy through illustrated seminars, demonstration 
and partial participation. 





Present Day Periodontal Practice Will be presented by Drs. Jacoby T. Rothner, 
Irving Clickman, Bernard B. Saturen, and Neal W. Chilton one day a week 
for 10 weeks starting February 14. 

This is a participation course in Periodontics designed to bring the general 
practitioner up-to-date in the latest developments in this field. 


Practice Administration Will be presented by Dr. Jay H. Eshleman on February 
18, 1961. 

This course is designed to build and maintain a dental practice on a sound 
financial basis. 

Periodontal Prosthesis will be presented by Dr. Morton Amsterdam and Dr. 
D. Walter Cohen on February 20, 21, 22, 23, 24, 1961. 

This course is designed to correlate advanced restorative procedures and 
periodontal therapeutics in the treatment of pathologic conditions of the 
teeth and their supporting structures. 
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Pittsburgh 











These courses are jointly sponsored by the School of Dentistry, Univers 
of Pittsburgh and the Odontological Society of Western Pennsylvania, 


Orthodontics in Periodontal Therapy Will be presented by Dr. Jack A lloy, and 
Maxwell Fogel, January 18-20. 

This course has been designed to meet the needs of the dentist who 
general treatment of adult patients demands the correction of minor ing 
ularities in conjunction with periodontal therapy, as well as stabilization 
teeth on a temporary basis in the treatment of periodontally involved mobi 
teeth. 


Crown and Bridge Prosthodontics Will be presented by Dr. Henry M. Tanne 
February 9-11. 

Dr. Tanner will demonstrate advances in equipment, instruments 
materials and discuss the utilization of crowns for precision attachmen 
partial dentures and single restorations. 


Full Denture Construction Will be presented by Dr. Ernest T. Lewis, March 1} 

This course will be presented at the Western State Penitentiary wher 

many patients are available to teach differentiation between simple a 
difficult edentulous mandibles. 


Endodontic Therapy will be presented by Dr. Andrew E. Michanowicz, M 
15, 22, 29, April 5, 12, 19. 

This course is designed to familiarize the dentist with the modern 
cepts of endodontics, to assist in making a diagnosis and prognosis on t 
that may have pulpal pathology and to enable the practitioner to de 
a technique that he may utilize routinely on his endodontic cases. 


Periodontal Therapy will be presented by Dr. D. Walter Cohen, April 12 
The objective of this course is to acquaint the practitioner with the i 
portance of periodontics in the general practice of dentistry. 


Periodontal Therapy Clinical Demonstration will be presented by Dr. D. Walter Coh 
assisted by Dr. Herbert E. Meyers, April 15. 

This course will be a one day clinical demonstration of the teachings‘ 
Dr. Cohen as presented during the course previously described. 
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Pennsylvania 











Cophalometry Will be presented by Dr. Viken Sassouni, January 30, 31 and 
February 1. 

This course is designed to prepare the clinician for the use of cephalometry 
for diagnosis, prognosis, treatment progress evaluation and growth appraisal. 


Applied Anatomy Will be presented by Dr. Harry Sicher February 22, 23, 24. 
The lectures and demonstrations for this course will be given at the cadaver 
with the class viewing the dissection of the respective region on television. 


Partial Dentures Will be presented by Dr. M. M. DeVan and Associates, Feb- 
ruary 27, 28 and March 1, 2, 3. 

This comprehensive course is designed for general practitioners to acquaint 
them with recent advances in theory and practice of partial denture prosthesis. 


Diagnosis and Treatment Planning Will be presented by Drs. Lester W. Burket, 
Alvin L. Morris and Roy T. Durocher, March 6-10. 

This course is to further the general practitioner’s knowledge and ability in 
liagnosis, treatment planning and case presentation. 


Practical and Simplified Procedures in Crown and Bridge Prosthesis Will be presented by 
Dr. Charles B. Sceia, March 13-17. 

This course is designed to acquaint the general practitioner with the 
latest practical technics in crown and bridge prosthesis. 


Complete Denture Prosthesis Will be presented by Dr. Vincent R. Trapozzano, 
March 27-30. 

This course will serve as a basic refresher course and emphasize new 
concepts, 


Endodontics Will be presented by Dr. Louis I. Grossman and Associates on 
April 10-21. 


This course is arranged to give the practitioner clinical experience ih 
endodontics. 
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Endodontic Practice 


Lovis 1. Grossman D.D.S., Dr. Med. Dent., 
F.A.C.D. Professor of Oral Medicine 
School, School of Dentistry, University of 
Pennsylvania, Philadelphia. 402 pages, 327 
illustrations on 143 figures. 5th edition. 
$7.50. Lee & Febiger, Philadelphia. 


To say that Dr. Grossman's new 
book is as bright and shiny as a new 
coin emerging from the Philadelphia 
mint would be gross understatement. 
From the very beginning with its new 
name of Endodontic Practice to that 
part which describes root canal filling 
in reverse—i.e., from the apex toward 
the crown, it is new—brand new. 


From the evidence of astute and 
practical advice Dr. Grossman has 
presented, it is evident that endodon- 
tia has met the challenge of our times 
—namely that of increased speed of 
motion and contact sports. There is 
hardly one amongst us who has not 
had to deal with a dentition with par- 
tially or totally luxated teeth or those 
fractured through the angles, crown, 
or root. “Endodontic Practice” has the 
complete answers for you — and in 
practical detail. 


This book should be the handbook 
to every practicing dentist, readily 
available, at a moments notice, for 
quick reference. It is easy to read and 
indexed for location of pertinent facts. 
The part dealing with drugs handles 
these both from the trade names and 
from formuli which may be com- 
pounded locally. 
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The key object to easier endodonty 
is the small bracket table units whid 
rapidly sterilize anything from 
points to the finest steel tools in ap 
proximately ten seconds. These 
the complete and practical practice 
endodontia available to everyone 
These are described in detail in Dr 
Grossman’s book and from th 
it’s a clear field to better dentisty 

A. L. Vog 
(Captain, DC, USN) 


Accepted Dental Remedies 


American Dental Association Order Dept, 
222 East Superior St., Chicago 11. $3.00 


Here’s important and useful infor 
mation for the busy dental practiti 
er! Accepted Dental Remedies forl%l 
contains an expanded new chapter 
fluorides giving the latest informati 
on stannous fluoride dentifrices, fl 
ride topical applications and other 
pects of this important subject. 

The 1961 ADR also gives you 
latest information on three new | 
anesthetics plus revised and upda 
chapters on the handling of 
emergencies, treatment of patien 
under a physician’s care, writing 
scriptions, and many other practi 
and useful chapters. 

As usual ADR contains a cu 
listing of accepted drugs that ha 
met the exacting standards of 
Council on Dental Therapeutics. 
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Orthodontic Notes velopment, normal occlusion, mal-oc- 
clusion and its causes, tooth move- 


by 0. sarge iy a ee ment, orthodontic appliances (fixed 
eee 5 Wahine Company, Bali- and removable) and an appendix that 


more, exclusive U. S. agents. 1960. gives seven steps in orthodontic diag- 
nosis and treatment planning. Four- 
Notes taken from lectures given to teen pages are given to a general dis- 
he students at the Royal Dental Hos- cussion of cleft palate and hare lip. 
vital, School of Dental Surgery, Lon- The material is presented in an 
jon, are published in this paper orderly manner. Photographs and dia- 
bound book. grams are very good. Paper and typog- 
A surprising amount of material raphy are of excellent quality. The 
hat should be helpful to the general size gives the book an easy to handle 
practitioner and the orthodontist is appearance that invites the attention 
ontained in the pages of this book. of the practitioner interested in or- 
he notes cover growth, development, _thodontics. 
actors that influence growth and de- The Editor 


Dental Laboratories Propose Forming 
Accreditation Commission 


Formation of a national dental laboratory accreditation commission com- 


of representatives of the dental profession and the dental laboratory 
ndustry has come under study. 

The proposal came under discussion November 12 and 13, when representa- 
ives of the American Dental Association and the National Association of 
Dental Laboratories met in Chicago at the ADA central office to continue 
alks on a program for accreditation of commercial dental laboratories. 

In connection with the possible establishment of a dental laboratory ac- 
reditation commission, conferees heard a comprehensive review of the pro- 
pram of the Joint Commission on Accreditation of Hospitals presented by Dr. 

enver M. Vickers, assistant to the director of the Joint Commission. 

The conferees will renew their discussions of the accreditation program and 
# evelopment of a national dental laboratory accreditation commission at their 

t meeting February 6 and 7, in Chicago. 

Dr. J. Eugene Ziegler, chairman of the ADA Council on Dental Trade and 
aboratory Relations, served as chairman of the meeting. 

NADL representatives were Messrs. Homer Dickson, Horace J. Denner, 
‘athan Cooper, Hoyt E. Cushman, Don Neuenschwander, Ralph D. Sanders, 
elley E. Griffith and Paul A. Slone. 

Representatives of the Association included Drs. Ziegler, George H. Fitz, 
Northington G. Schenk, Walter E. Dundon, Harold Hillenbrand and Shailer 
eterson and Messrs. Bernard J. Conway, Ben F. Miller, III, and John P. 
oone. 

In addition, Bernard J. Beazley, former secretary of the ADA Council on 
Dental Trade and Laboratory Relations, attended as a consultant. 
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Dateline: 


Washington 


Medical Stockpile 
Moved From OCDM 


Responsibility for planning and op- 
erating the Nation’s emergency medi- 
cal stockpile program has been as- 
sumed by the Public Health Service, 
it was announced by the Office of 
Civil and Defense Mobilization and 
the Department of Health, Education, 
and Welfare. 

OCDM Director, Leo A. Hoegh, 
said the transfer of stockpile operating 
responsibility from OCDM to the 
Public Health Service marks “a signifi- 
cant step toward mobilization readi- 
ness under the National Health Plan.” 
This plan, part of the National Plan 
for Civil Defense and Defense Mobili- 
zation, aims at developing an organi- 
zation and procedures for managing 
medical facilities, personnel and re- 
sources for national emergencies. 

Arthur S. Flemming, Secretary of 
Health, Education, and Welfare, said 
“I feel that the transfer is a sound 
move and will help bring about an ef- 
fective integration of plans and pro- 
grams under the National Health 
Plan.” 

The transfer of authority involves 
about $200 million worth of medical 
supplies and equipment located in 33 
warehouses throughout the country. 
Included in the stockpile are 1,932 
“packaged” 200-bed hospitals for civil 
defense emergency use, valued at 
$20,000 each. About 1,500 of these 


are now stored at strategic locati 
across the country and others are j 
use for demonstration purposes 
for training personnel. 

Stockpiling responsibilities of 
Public Health Service under OCD 
policy control will include pra 
ment, maintenance, storage, inspe 
tion, quality control, distributio 
utilization and property accountabil 
ty of essential survival supplies 
equipment. 

The transfer of responsibility ; 
consistent with other civil defense 
civilian health mobilization ass 
ments given the Public Health $ 

The Division of Health Mobilia 
tion is coordinating all mobilizatie 
preparedness activities assigned tot 
Public Health Service. Included int 
Division’s programs are the devel 
ment of an Emergency Health Serv 
to function during a national 
gency; training courses for media 
and health-related professions; 
help procedures for individual s 
al; institution of an emergency 
plan; research into standardized 
cal treatment procedures for use 
austere resources; management 
health resources, including man 
supplies, and facilities; assistance 
Governmental and non-government 
agencies, States and local commut 
ties to develop disaster capabiliti 





Dentists Invaluable 
to VA Hospitals 


Dentistry is helping produce better 
health care for the aging in Veterans 
Administration hospitals. 

Dr. J. E. Fauber, the VA assistant 
hief medical director for dentistry in 
Vashington, said the VA practice is 
Mor the dentist to complete the oral 
hase of the hospital patient’s physi- 
al examination. 

This has the result of revealing 
many oral abnormalities, which are 
jore common in older persons, and 
t also provides a basis for sound 
eatment planning, Dr. Fauber said. 

He said about 400,000 hospital pa- 
ients are given complete oral examin- 
tions by VA dentists each year, with 

result that oral cancer has been 
ccognized at an early stage in one of 
ery 1,075 of these patients exam- 
ned, 

Early detection and treatment of 
bral cancer is especially important to 

aging, since cancer occurs more 
frequently in later years, Dr. Fauber 
bointed out. He said malignancies 
@iginating in the mouth and jaws 

ill account for 5 to 10 percent of all 
Heaths from cancer. 

VA dentists contribute to better 

pital care by arresting the progress 

f infections that originate in jaws, 
tongue, lips, and associated 

tures. These include decay, abces- 
, infected cysts, and periodontitis. 
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By correcting oral deformities, they 
restore functions that are basic to ef- 
fective speech therapy and improve 
facial appearance. This work of den- 
tists is important to success of rehabili- 
tative efforts for hospitalized veterans. 

VA dental staffs contribute other 
essential services by early recognition 
of blood diseases, nutritional deficien- 
cies, metabolic disorders, arthritic dis- 
turbances, and other conditions that 
may have far-reaching effects on the 
human organism. 

Dr. Fauber said other members of 
the VA hospital team may assume 
major responsibility for the treatment 
of these conditions, but early recogni- 
tion by the VA dentist often deter- 
mines whether treatment will be be- 
gun before it is too late. 

At present, 37 VA hospitals conduct 
training programs in conjunction 
with affiliated dental schools. These 
programs include residencies in oral 
surgery, prosthodontia and periodon- 
tia, as well as rotating (general den- 
tistry) internships, and provide well 
trained dental personnel for the VA. 

Basic and clinical research con- 
ducted by VA dental staffs with prom- 
ising results ranges from cellular meta- 
bolism to bone repair. 

These VA programs are vital to the 
quality of the dental program and con- 
tribute to higher standards. 





Dentistry in the United States— 
Status, Needs and Recommendations 


Results of the most extensive sur- 
vey of dentistry ever conducted in the 
U. S. were disclosed in a publication 
released by the American Council on 
Education. 

The publication, entitled Dentistry 
in the United States: Status, Needs, 
and Recommendations, contains the 
summary report of the Commission 
on the Survey of Dentistry in the 
United States. 

Major recommendations of the 
Commission involving dental health, 
practice, education and research urge: 

1. An all-out effort by scientific re- 
searchers to discover better means of 
protecting mankind against tooth de- 
cay, periodontal (gum) disease and 
other oral irregularities. 

2. Augmented and continuing den- 
tal care for school children as well as 
methods of financing dental service for 
indigent and low-income groups. 

3. Extension of fluoridation of com- 
munity water supplies to the fullest 
practical extent. 

4. An increase in the number of 
dentists requiring dental schools at 
least to double the present rate of 
graduation by 1975. 

5. A heightening of public apprecia- 
tion of the importance of dental care 
not only for its own sake but because 
of its relationship to total health care. 

Citing an immense disparity be- 
tween what we do and what we could 
do to bring proper mouth care to all, 
the Commission listed four factors 
affecting the present status: 

1. The American people set an 
“astonishingly low priority” on dental 
care. 

2. The 90,000 practicing dentists 


simply are not enough to take care 
the burgeoning population. 

3. Despite the country’s gr 
wealth, many citizens are unable 
fay for com prehensive dental care. 

4. Dentists should make more 
tensive use of dental auxiliaries: g 
sistants, hygienists and 
technicians. 

To implement its recommendatiog 
the Commission urged a 20-fold i 
crease by 1972 in spending on capit 
expenditures for dental schools, 
port of these schools, fluoridation 
community water supplies, care { 
school children and dental research 

In dollars and cents, this woul 
mean the nation would spend abo 
$1 billion a year on these matte 
compared with the present $45 m 
lion. 

While recognizing the enormity 
its financial recommendations, 
Commission estimated that if all § 
gested programs were initiated | 
1961, the peak per capita cost—comi 
in 1972—would be only about 

Largest item on the Commissi 


cost $120 million the first year for 
first cohort of some 4 million six-ye 
olds. 

After 1961, the cost would in 
gradually over 11 years, levelling 
at an annual total of a little over 
million for the 12th and succe 
years. 

In a foreword to the Commissi 
summary report, Arthur S. Adat 
president of the American Council 
Education, praised the dental proj 
sion for initiating the survey. 
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Adams sail existence of the present 
eport along with earlier studies indi- 
ates how seriously the dental profes- 
ion has taken its role in society and 
ow anxious it has been to improve 
ts services. He continued: 

“This willingness of dentistry to ex- 

se itself to inspection indicates a 
aturity and conscientiousness deserv- 
ng high praise.” 

The survey of dentistry was initi- 
nted in 1950, when dental leaders de- 
ermined need for such a study. 

In order to carry out the study, the 
merican Dental Association estab- 
ished a committee to investigate justi- 
cation for a survey of the dental pro- 
ession. 

After confirming need for such a 
purvey, the committee prepared a 
omprehensive and detailed prospec- 
us. Representatives of the committee 
nd the American Dental Association 
hen initiated a series of discussions 
ith officials of the American Council 
bn Education to determine whether 
he Council could undertake responsi- 
bility for the survey. 


Representatives of the dental pro- 
ession were unanimous that a thor- 
bughly objective study was needed and 
hat the commission responsible for 
ts direction should represent many 
ectors of American society. 


Accordingly, in 1957, the American 
uncil on Education appointed a 
mmission on the Survey of Dentist- 
y in the United States under the 
hairmanship of Dr. Arthur S. Flem- 
ming, who later resigned when he be- 
ame Secretary of Health, Education 
nd Welfare. He was succeeded by Dr. 
ohn A. Perkins, president of the 


University of Delaware. 

Members of the Commission in ad- 
dition to Dr. Perkins were: 

Dr. Otto W. Brandhorst, secretary 
of the American College of Dentists; 
George Bugbee, president of the 
Health Information Foundation; W. 
Howard Chase, president of Howard 
Chase Associates, Inc., New York; An- 
na Fillmore, executive director of the 
Visiting Nurse Service of New York; 
Dr. Willard C. Fleming, dean of Uni- 
versity of California School of Den- 
tistry, San Francisco. 

Also, Dr. Don W. Gullett, secretary 
of the Canadian Dental Association; 
Dr. Herman E. Hilleboe, commission- 
er of health of New York State; Law- 
rence A. Kimpton, chancellor of the 
University of Chicago; Charles P. 
McCormick, chairman of the board of 
McCormick & Company, Inc., Balti- 
more; Lee W. Minton, vice-president 
of AFL-CIO. 

Also, Dr. Franklin D. Murphy, 
chancellor of the University of Cali- 
fornia, Los Angeles; Dr. Percy T. 
Phillips, past president of American 
Dental Association; Philip N. Powers, 
associate director of the Engineering 
Experiment Station at Purdue Uni- 
versity; Henning W. Prentis, Jr., 
chairman of the board of Armstrong 
Cork Company (deceased October, 
1959) , and Arthur S. Adams, president 
of the American Council on Educa- 
tion, ex officio. 

The survey was made possible by 
grants to the American Council on 
Education from W. K. Kellogg Foun- 
dation, Rockerfeller Brothers Fund, 
Louis W. and Maud Hill Family 
Foundation, and American Dental 
Association. 








THE NEW ADMINISTRATION: What to Expect and What to De 


Kennedy Speeches Reveal 
Health Problem Approach 


The attitude of the Kennedy ad- 
ministration toward health matters 
could be seen clearly through exam- 
ination of various statements and 
speeches made by President John F. 
Kennedy during his campaign. One 
speech in particular contained a six- 
part program of “New Frontiers For 
Health.” Throughout the campaign, 
major emphasis was placed on med- 
ical care for the aged, financed 
through Social Security. 

At one point President Kennedy 
said that we must provide a more ad- 
equate program of medical care for 
the aged—a system which enables a 
man during his working days to set 
aside in a trust fund the cost of health 
insurance after retirement. 

Second in the Kennedy health pro- 
gram is provision of federal grants for 
the “construction, expansion and 
modernization of medical schools, 
dental schools and schools of public 
health.” The President also proposed 
giving scholarships to health field stu- 
dents willing to devote their talents 
to fighting diseases in underdeveloped 
nations or to serve domestically in 
rural and other areas which lack per- 
sonnel. 

Another provision of the program 
would provide federal aid for renova- 
tion of older hospitals and for research 
devoted to improving hospital 


(continued page 25) 
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Full Hearing Seen Vital 
By Secretary Hillenbrand 


A leader in American dent 
urged his colleagues in the health py 
fessions to drop use of the word “ 
cialization” as a catch phrase, 

Dr. Harold Hillenbrand, Chicay 
secretary of the American Dental 4j 
sociation, branded as “unfortunate 
the tendency to use the word to di 
miss health proposals without givi 
them full and fair hearing. 

Speaking at the 19th annual den 
review of the Detroit District Den 
Society at the Statler Hilton Hotel 
Dr. Hillenbrand declared: 
the greatest danger in the next f 
years is not invasion by the gove 
ment, but rather loss of leadership} 
the health professions.” 

If the health professions provid 
strong and responsive leadership i 
meeting the demands of the pe 
the dental executive said that the 
ditional relationship between pati 
and health practitioner free of ¢ 
ernment interference will be mail 
tained and perhaps even strengthe 

But he warned that if the prol 
sions fail to make available and sup 


will have no choice but to intercedé 
The day when catch phrases such 
“socialization” were acceptable in @ 
scribing the supposed failings 
health proposals has passed, said Dr 
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Hillenbrand. The public wants con- 
crete proposals and explanations and 
will accept, and deserves, nothing less. 

Matters of health are of transcen- 
dent importance to the people and 
rise above political or factional con- 
siderations, Dr. Hillenbrand pointed 
out. 

He declared that when the govern- 
ment makes inadequate or undesir- 
able health proposals, the health pro- 
fessions must counter with responsible 
measures which go to the center of 
the problem. 

Confining his remarks to dental 
matters, Dr. Hillenbrand solicited the 
strong and vigorous support of Pres- 
ident John F. Kennedy for fluorida- 
tion of community water supplies. 
Said the dental executive: 

“It is a matter of direct and vital 
interest to the entire population to 
have the President in the record on a 
procedure which repeatedly has been 
proved safe, effective and economical 
in reducing incidence of tooth decay.” 

The secretary of the Association ex- 
pressed hope that the forthcoming ad- 
ministration will recognize the enor- 
mity of the-country’s dental health 
problem. Such recognition, he sug- 
gested, can only result in long-needed 
federal aid to dental schools. 

Dr. Hillenbrand said that in a pre- 
election comment, President Kennedy 
noted the need for federal help in the 
years ahead to modernize, expand and 
construct dental schools if we are to 
have enough dentists to care for our 
expanding population. 

In the same comment, the dental 
executive said that Mr. Kennedy rec- 
ognized the need for maintaining the 
present dentist-patient relationship 
free of government interference. 

At the same time, Dr. Hillenbrand 
went on, the President stated that this 
does not mean the federal govern- 


ment should ignore dental health 
problems. 

He concluded that dentistry and 
the other health professions will 
watch with more than passive interest 
the new administration’s approach to 
the nation’s health problems. 


Kennedy 


(continued from page 24) 


operation and administration. Kenne- 
dy also advocated more and longer 
commitments by the federal govern- 
ment in providing long-term grants 
for increased research, including basic 
research. 

The last of the proposals called for 
expansion of efforts for rehabilitation. 
Two million handicapped or disabled 
people in America today could be re- 
habilitated if the funds and services 
were available, but instead we are pro- 
viding for 88,000, he said. 

Some Washington observers expect 
Congress to approach health matters 
somewhat more conservatively than 
will the new executive branch. 





Hygienists Form Placement Bureau 


The Pennsylvania State Dental Hy- 
gienists' Association has formed a 
placement bureau designed to be of 
value to both the dentist and the 
hygienists. Chairman of the bureau is 
Miss Louise Coira, Chief of the Den- 
tal Hygiene Section of the State De- 
partment of Health. 

The purpose of the bureau is to 
place hygienists in places of employ- 
ment to the satisfaction of dentist and 
hygienist. The bureau was formed af- 
ter results of a state-wide survey dis- 
closed that a considerable number of 
hygienists licensed by the state desire 
full or part-time employment. 
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Pennsylvania State ¢ 
w—_ Dental Assistants Associatio) 


JANE Mattuews, Publicity Chairman 
214 State Street, Harrisburg, Pa. 


Dear Members: 


As we begin a new year of association activities, we should start thinkiy 
and making plans for our Eleventh Annual Meeting. In order to have 
successful meeting, we need your cooperation with the officers and varig 
committees. Please answer all correspondence at your earliest convenier 
giving complete and accurate information as requested. 

Each year your state association presents various awards and _trophig 
to individuals and societies. Therefore, encourage your members to prep 
posters for competition in the race for the CocHRAN PosTER TRopny, Sen 
in your local program to our state secretary, Dorothy Begg, for your compel 
tion for the JEAN SNYDER ProGRAM TropHy. Have your members with lo 
employment records send in their qualifications for the IsRAELSON LoyaL 
Tropuy. Keep up your renewed membership and gain enough new memba 
so that you will be eligible for the Kinc MemsBersnip Tropny and th 
FREDERICK MEMBERSHIP PLAQUE. Your achievements are important, too. 

THe WriGHT ACHIEVEMENT TRopHuy will be awarded to an active memb 
selected for outstanding achievement in local and state activities. I am hap 
to announce that a new trophy shall be presented to the state associatio 
namely, THE BAERNCOPF CooPERATION Tropny. This trophy shall be awandé 
to the society that has, in the opinion of the executive board, given the be 
cooperation to the officers and committees. Good luck and may you allt 
Determinate in becoming a winner. 

Let us keep in mind the dates of the Eleventh Annual Meeting of 
Pennsylvania Dental Assistants Association, which will be held in Hershe 
May 11-13. You have our assurance that it is a fine opportunity to share¢ 
periences and a perfect time to cement friendships. 

Finally, let us resolve to show Determination to serve our fine organi 
tion in every possible way. 

Sincerely, 
Margie Baerncopf, President 


LEHIGH VALLEY the Alpine Villa. Mrs. Marian Moni 

The regular monthly dinner meet- President, conducted the meeting 
ing of the Lehigh Valley Dental As- A quiz, called, “Informatio 
sistants Association was held on Mon- Please,” was held with Dr. Ho 
day, November 21, in Allentown at Hay of Easton, acting as moderatt 





The panalists were Mrs. Arlene Smul-_ discussion will be “Education in the 
lin, Mrs. Eleanor Michalerya, Mrs. dental office, schools and in the 
Frances Williams and Mrs. Florence home.” 

Werkheiser. Various problems were This coming year the Pittsburgh 
discussed which arise in the dental Dental Assistants Society has fifteen 
office, both between doctor and assist- girls taking the course for certification. 
ant and assistant with patient. Some Good luck girls! 

of the things discussed were: Should 

a parent be allowed into the operatory YORK 

with an unruly child—should prices 
be quoted over the phone—how to 
refuse tactfully—what to do with de- 
linquent accounts? 

Prospective members welcomed 
were: Chris Fisher, Jane Harpel, both 
of Bethlehem, and Pat Wilinsky, Inez 
Buss, both of Emaus. 

The December meeting of the Le- 
high Valley Dental Assistants Associa- 
tion was a Christmas Party held in 
Easton at the Pomfert Club on De- 
cember 19. At that time gifts were 
exchanged. 


The monthly meeting of the York 
Chapter of the American Dental As- 
sistants Association was held Tues- 
day, November 15 in the recreation 
room of the Dentists’ Supply Com- 
pany. There were ten members, five 
guests and three advisors present. 


The speaker for the evening was 
Mr. L. L. Merritt, Assistant to the 
Sales Manager of the Dentists’ Supply 
Company, who spoke on case presen- 
tations in Full Denture work, and 
showed slides showing the make up 
of vacuum fired porcelain teeth. The 
PITTSBURGH group toured the Dentists’ Supply 
Company, Thursday, November 17, 
getting first hand information on the 
processes. The tour began at 1:30. 


December 13 was the date the Pitts- 
burgh Dental Assistants Society looked 
forward to with anticipation, for it 
was at this time that the annual 
Christmas party was held at the Hol- 
iday House. Program chairman, Do- 


Final plans were made for the 
Christmas Party which was held De- 
cember 15 at the New Cumberland 
rothy Begg extended an invitation to Officers Club, beginning with a din- 
all members, their doctors, wives and ner party at 6:30 P. M. 
friends to participate in this gala af- The January meeting date has been 
fair. There was an exchange of grab set for January 17th, with Dr. David 
bag gifts and a floor show, featuring 3. Scott, Chief of Histology and Path- 
Les Paul and Mary Ford, with good logy at the National Institute of 
music and dancing later in the eve- Dental Research, speaking on “The 
ning. History of Water Fluoridation.” In- 

Certification Night, to honor the Vited guests for that meeting will be 
seventeen dental assistants who re- the Dental Society of York. 
ently passed the certification examin- York’s new Dental Assistant Certi- 
ation, will be held at Stauffer’s Rest- fication Course is now under way, 
Aurant in Oakland on January 9. The with fourteen girls taking this exten- 
program for the evening will be a_ sion study course. 
panel discussion by Drs. Collett, ]. May we extend to you all at this 
M. Christy, H. Krieger, W. G. Both- time, best wishes for a most happy 
ell and Wm. Stark. The topic for holiday season. 
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THE HYGIENIST IN 1961 


Georce A. Foryoun, D.D.S. 


Dentistry is progressing at a very 
rapid speed. It is entering an era of 
higher and higher specialization. Mod- 
ern materials and techniques are mak- 
ing possible, clinical results which 
were dreams in the recent past. How- 
ever, with all the wonderful advances, 
we still have problem areas in den- 
tistry. 

You, as Dental Hygienists, can help 
tremendously in the solution of two 
of these problems: Patient education 
and the efficient utilization of time. 

Of the two, patient education, by 
its very nature and enormous scope, 
is the more difficult area. Dentistry 
lacks the publicity and public accept- 
ance that the medical profession en- 
joys. This is a major problem in den- 
tistry and the result is that individuals 
in practice face a continuous task of 
education. The dentist who is truly 
interested in the oral health of his 
patient, the standing of his profession 
and his own progress within the pro- 
fession, must devote a great deal of 
time to the dental education of his 
patient. We must face the responsibil- 
ity of educating the public. When we 
fail in this, too often the patient as- 
sumes the role of diagnostician and 
seeks treatment based on his own in- 
adequate knowledge. This treatment 
is usually a prolonged period of “first 
aid” followed by full dentures. 

Our educational problems, in addi- 
tion to influencing treatment, also 
spill over into our second area—the 
efficient use of time. Here, oddly 


Presented before the Philadelphia 
District Dental Hygienists’ Associa- 
tion — Philadelphia, Nov. 15, 1960. 
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enough, it joins ranks with many q 
our wonderful advances. As we wel 
know, the new materials and method 
are making more and more things poy 
sible in restorative dentistry each day, 
This is illustrated in a survey reported 
in the October 1960 issue of the Der. 
tal Laboratory Review, which pointed 
out very significant increases in the 
volume of fixed bridge and ceramic 
restoratives in the last few years. How. 
ever, a point often overlooked is tha 
these fine procedures require time 
The dentist may have the equipmeni 
and the know-how, but he must aly 
have the time. 


Within the framework of good te 
storative dentistry possible today, i 
is absolutely impossible to see dozen 
of patients each day. You cannot treat 
a patient every fifteen minutes, Re 
gardless of the technical approach and 
in spite of our mechanical wonde 
good dentistry requires a great de 
of time. 

The need and value of patient ed 
cation is generally accepted. The fad 
that we should teach and use the pr 
cedures available to modern denti 
cannot be denied. How then dow 
accomplish all this within the twenty 
four hour day? 


An approach that is too often a 
tempted is simply to work more a 
more hours. This may sound very 
yet it must be remembered that thes 
very fine procedures of ours requ 
a great deal of physical and mente 
effort if the job is to be done co 
ly. The individual who resorts to@ 
twelve hour day, no matter how 
his motives may seem, is actually } 
ing professionally dishonest. It cam? 





shown that with rare exceptions, one 
cannot perform such demanding tasks 
for such extended periods of time and 
continuously perform them well. His 
ability must and does diminish with 
additional hours, hence, he cannot 
provide for his patients the high quali- 
ty of treatment they seek and are en- 
titled to receive. 

Our problem, therefore, must be 
solved by the efficient co-operation of 
all the individuals who make up the 
Dental Team. In our discussion of the 
Hygienist as part of this team, let us 
first revert to our schools and observe 
our dental and hygiene students. The 
dental student must understand that 
the days of the one-man organization 
are gone. While he may bear the bulk 
of the responsibility, he must still 
function as part of the dental health 
team. He must have a better under- 
standing of what constitutes a modern 
dental hygiene program. 

With reference to the hygiene stu- 
dent, she will soon be a well-trained 
and licensed individual who will help 
plan, develop and work in the oral 
hygiene program of the office. This 
does not include doubling as a recep- 
tionist, chair assistant, laboratory as- 
sistant or bookkeeper. While these 
other duties are important and _neces- 
sary, let us remember that if the den- 
tist cannot be a one-man organization 
~neither can the hygienist! In recent 
discussions and reading, I have en- 
countered the opinion that only in a 
high volume type practice can a hy- 
gienist be kept busy week-in and week- 
out. I disagree with this! If the hy- 
giene program is properly organized 
and adequately administered, then in 
the average ofhce the hygienist will 
have more than enough to do and the 
dentist, thus relieved of many respon- 
sibilities, can devote more time to re- 
storative procedures. 


The Hygienist, due to her constant 
patient contact and professional stand- 
ing, is in an excellent position to per- 
form vast services in patient educa- 
tion. However, she must be equipped 
with an understanding of all the basic 
procedures in the sub-specialties of 
dentistry. Not in the exacting details 
of the particular procedures or for the 
purpose of assisting with the work, 
but to enable her to communicate 
with assurance. Patients can and do 
ask questions. The hygienist should 
be able, in general terms, to answer 
them. It is reasonable to assume that 
the average patient is more relaxed 
in the operatory of the Hygienist un- 
dergoing prophylaxis rather than in 
the dentist’s operating room under- 
going some other form of treatment. 
It is equally reasonable to assume 
that in this more relaxed atmosphere, 
a great deal in the way of patient edu- 
cation can be accomplished. In order 
to fulfill their real potential in “mod- 
ern practice,” the hygienist must also 
be exposed to and trained to use the 
modern equipment available and ac- 
cepted by the profession. A second 
rate unit and a few hand-me-down 
instruments do not meet this require- 
ment. 


As our profession of dentistry grows 
and advances and as the demand for 
services increases, team effort is re- 
quired to meet the challenge. The 
dental hygienist is an indispensable 
member of this team. This does how- 
ever represent a change from past 
methods—and change is not always 
easily accomplished. Co-ordinated ef- 
fort of our schools, dental and hygiene 
organizations is required. We must 
rise in our own right and set our own 
house in order. By so doing, we will, 
as a group, set a standard of excel- 
lence to which the patient public is 
entitled and will learn to expect. 








Dr. Gerald D. Timmons, Dean, on 
November 7-9, attended the meeting 
of Deans of all Dental Schools in the 
United States, held in Hollywood, 
Florida. The discussion concerned the 
recommendations made by the Com- 
mittee on the Surgery of Dentistry. On 
November 10, Dr. Timmons spoke at 
the meeting of the American Dental 
Trades Association in Chicago. 

The one-hundred and second An- 
nual Session of the American Dental 
Association will be held in Philadel- 
phia, Pennsylvania on October 16-19, 
1961. Dr. Jay H. Eshleman, Lecturer 
on Practice Administration, is Gener- 
al Chairman of the Committee on 
Local Arrangements. Other members 
from our faculty serving on the com- 
mittee are: Dr. Albert L. Borish, As- 
sistant Director of Graduate Studies, 
Vice-chairman; Dr. Joseph E. Ewing, 
Crown and Bridge, head of the Com- 
mittee on Scientific Programs; and Dr. 
Lawrence E. Hess, Operative Dentist- 
ry, Secretary of the committee. 


Dr. S$. Gordon Castigliano, was a 
speaker at the Fall meeting of the 
New England Oto-Laryngological So- 
ciety at Massachusetts General Hospi- 
tal, Boston, Mass., on November 16. 
His subject was “The Management of 
Malignant Neoplastic Disease Involv- 
ing the Maxillary Antrum.” 
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Dr. Herbert M. Cobe, Microbiology, 
on October 28 spoke at the Confer. 
ence on Antimicrobial Agents held in 
Washington, D. C., on the subject “4 
New Form of Stabilized Peroxides’ 

Dr. Martin Entine, Dental Histo 
pathology on October 6, lectured on 
“Occluso Rehabilitation and Implant 
ation on Teeth” for the Raritan Val 
ley Study Club in Flemington, New 
Jersey. On October 25, he lectured for 
the Post-Graduate Study Section of 
the Sigma Epsilon Delta Fraternity on 
“Crowns.” 

Dr. Martin S. Goldberg has been 
appointed as a consultant in the de 
partment of Orthodontics. Dr. Gold. 
berg received his D.D.S. degree from 
Temple in 1955, and his Master of 
Science from Northwestern U niversity 
in 1959. 

Dr. John W. Hamilton, Oral Sur 
gery, spoke at the meeting of the 
Philadelphia Alumni Chapter of Ps 
Omega Fraternity on October 26. His 
topic was “Anesthesia in Oral Sur 
gery”. 

Miss Ruth M. Heck, Oral Hygiene, 
attended the meeting of the American 
Dental Hygienist Association held in 
Los Angeles, California in October, 
during which she was appointed 
Treasurer of the association for the 
eighth consecutive year. 

Dr. Robert L. Moore, Jr., Pedodor 
tics, on October 11, spoke at the meet 
ing of the Pennsylvania Association 
of Dental Surgeons on “The Child 
Patient in Your Office.” 





The post-graduate course “Clinical 
Endodontics” was presented from Oc- 
tober 31 to November 5 by Dr. Leon- 
ard Parris, Endodontics, assisted by 
Drs. Harold Rappaport and Robert 
Uchin. Drs. Morton Amsterdam, En- 
dodontics, Herbert Cobe, Microbiol- 
ogy, and William Updegrave, Radio- 
dontics, also participated in the pres- 
entation of the course. 

Dr. Edmund A. Travaglini, Pros- 
thetic Dentistry, on November I, 
spoke to the Prosthetic Staff of the 
University of Pennsylvania Graduate 
§chool of Medicine on “Soft Liners.” 


Dr. William J. Updegrave, Radio- 
dontics, in October lectured to the 
Allentown Dental Society, and the 
Erie Dental Society, and in November 
to the Endodontic Study Club of 
Philadelphia, and the Sigma Epsilon 
Delta Dental Fraternity of Wilming- 
ton on the subject “Dental Roentgen- 
ology”. On November 18, he spoke 
at the Naval Dental School in Bethes- 
da, Md. on “Improving the Quality 
of Intraoral Radiographic Examina- 
tions” and “The Temperomandibular 
Joints — Radiographic Examination 
and Interpretation”. 


Dentists in Legislatures; Pennsylvania Leads 


More and more dentists these days are throwing their hats into the political 
ring and emerging from the frays victorious. 

A survey by the American Dental Association indicates that state legislatures 
convening in 1961 will have greater dental representation than ever before. 


Reports from 40 states show that 19 


dentists hold seats in legislatures. 


Why are increasing numbers of dentists wearing political hats? 
Hal M. Christensen, secretary of thie Association's council on legislation, said 
there is no apparent single reason, unless it’s because of increasing civic aware- 


ness by practitioners. 
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CONNECTICUT 
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KANSAS 
MASSACHUSETTS 
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Dr. 
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Dr. 
Dr. 
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Matthew S. Smith, 


Thomas W. King, 


TENNESSEE 
VIRGINIA 
WEST VIRGINIA 


On the national level, Dr. Lee McKinley, the flying dentist from 


Edgar I. Baggen, Fairbanks, 
Morris N. Cohen, Hartford, 


. George W. McDaniel, Bloomington, 
Frank R. Reid, Howard, 
. Cornelius J. Murray, Beverly, 


E. Ogden Bush, Walton, 
Dennis S. Cook, Le 
David M. Boies, Clairton, 

George K. Haudenshield, Carnegie, 


Ralph A. Marsh, DuBois, 

H. J. Maxwell, Monessen, 
Albert R. Pechan, Ford City, 
John E. Whittaker, 
Ewing J. Threet, Manchester, 

R. O. Reynolds, Chatham, 

James B. Poindexter, Huntington, 


HOUSE 
HOUSE 
HOUSE 
HOUSE 
SENATE 
HOUSE 
HOUSE 
SENATE 
SENATE 
HOUSE 
HOUSE 
HOUSE 
HOUSE 
HOUSE 
SENATE 
HOUSE 
SENATE 
HOUSE 
HOUSE 


Anchorage, 


hampaign, 


Clovis, 


noir, 


Jr., Butler, 


Williamsport, 


Alaska, was defeated in his bid for a seat in the U. S. Senate. 
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Fluoridation Loses Across Nation 


At least one million U. S. citizens 
were “losers” in the November 8 elec- 
tions regardless of how favored can- 
didates fared, a top dental executive 
declared. 

Dr. Charles H. Patton of Philadel- 
phia, president of the American Den- 
tal Association, said the figure rep- 
resents the approximate population of 
communities in which fluoridation 
proposals are known to have been de- 
feated. 


Meanwhile, as results of fluorida- 
tion votes continued to come in, it 
appeared that voters in only five lo- 
calities with a population of about 
10,000 had approved the procedure, 
according to Dr. Patton. 

Decrying the outcome of the fluor- 
idation votes, the dental executive 
said it is regrettable that at least one 
million persons will be deprived of 
the benefits of a procedure which re- 
peatedly has been proved safe, effec- 
tive and economical in reducing in- 
cidence of tooth decay. 

It is particularly regrettable, he con- 
tinued, that the group which will be 
affected most by the outcome of the 
votes, the children, had no voice in 
the decisions. The dental executive 
commented that by the time the chil- 
dren are old enough to vote, they will 
have passed the age at which fluorida- 
tion could be of greatest benefit. 

Dr. Patton said it is “incomprehen- 
sible” him how a well-informed 
electorate could defeat a fluoridation 
proposal. 


to 


He declared that the endorsement 
of fluoridation by almost every author- 
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itative health agency both nationally 
in the U. S. and internationally rests 
on one of the most intensive body of 
scientific investigations ever undertak. 
en in the field of public health. 

Evidence supporting use of Salk 
polio vaccine, he noted, is relatively 
small compared with evidence which 
supports the safety and usefulness of 
fluoridation. 

Despite widespread and _ relatively 
quick acceptance of fluoridation, Dr. 
atton pointed to “vocal, organized, 
minority, unreasoned and unreason 
ing opposition to the fluoridation of 
water supplies in almost every coum 
try where the procedure is initiated 
or proposed.” 

He cited baseless charges maintain 
ing that fluoridation is Communist 
inspired; that it introduces a health 
damaging poison into drinking water; 
that it is being promoted for 
commercial gain, and that it violates 
constitutional rights of the individual. 

Declaring that all of these charges 
have been proved unfounded, Dr. Pat 
ton said that “fluoridation of com 
munity water supplies remains the 
most effective means for preventing 
tooth decay, the most common disease 
known to man.” 

The American Dental Association 
has endorsed fluoridation since 1950. 
The organization, according to Dr. 
Patton, has evaluated and analyzed 
every objection to the measure and 
has seen no reason to retreat from It 
position. On the contrary, he said 
competent refutations of the claims 
of anti-fluoridationists have only I 
inforced the Association’s stand. 


T 
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Outcome of Fluoridation Votes on November 8 


This is not a complete roundup of fluoridation votes on Nov. 8, but rather 
a listing of those about which the American Dental Association had received 


word as of the week of Nov. 21. 


Fluoridation was approved in the following communities: 


KANSAS 
Herington 
Phillipsburg 


OREGON 


Corvallis 
McMinnville 
Newport 


Fluoridation was defeated in the following communities and counties: 


CALIFORNIA 
Sacramento 
Belevdere- Tiburon 
Corte Madera 
Fairfax 
Kentfield 
Lagunitas 
Larkspur 
Marin City 
Mill Valley 
Ross 
San Anselmo 
San Geronimo 
San Rafael 
Sausalito 
Woodacre 


ILLINOIS 
Freeport 


KENTUCKY 
Kenton County 


MICHIGAN 
Saginaw 


MINNESOTA 
Faribault 
Willmar 


MISSOURI 
Joplin 


NEW JERSEY 
Maple Shade 


OHIO 
Cincinnati 


OREGON 
Myrtle Point 


PENNSYLVANIA 
Sunbury 


WISCONSIN 
Antigo 
Monticello 
Waukesha 
Weyauwega 





The American Dental Trade Association meets rising 
needs of dental education by supporting the Fund for 
Dental Education in the amount of $120,000 after a 


successful 1960 fund drive. 


Education Fund Campaign a Success 


Success of the first national fund 
raising Campaign to support the 
program of the Fund for Dental Edu- 
cation was announced at the fall 
meeting of the American Dental 
Trade Association at the Edgewater 
Beach Hotel in Chicago. 

A framed scroll indicating that the 
campaign had passed the $120,000 
mark was presented by Mr. Henry M. 
Thornton, right, president of the 
ADTA, to Dr. Maynard K. Hine, left, 
president of the Fund, while Dr. Har- 
old Hillenbrand, secretary of the 
American Dental Association, looks on 
approvingly. 

Funds raised will be allocated to 
meet the mounting needs of dental 
education. 

The 1960 ADTA Campaign Com- 
mittee was headed by L. M. Ander- 
son, Jr., president of L. M. Anderson 


Dental Supply Co. of Tampa, Fla, 
who served as national chairman. Mr, 
Thornton, president of The Dentists 
Supply Company of York, Pa., was 
chairman of the Special Gifts Divi 
sion. Leslie 1. March, president of L. 
D. Caulk Co. of Milford, Del., served 
as chairman of the Manufacturers 
Division, while George A. Davidson, 
president of the Davidson Dental Sup 
ply Co. of New Orleans, La., was 
chairman of the Dealers’ Division. 
Area chairmen in the Manufactur 
ers’ Division were: Herbert Chayes, 
president of Chayes Dental Instre 
ment Corp., Danbury, Conn.; Dr. E 
Ernest Rose, president of H. D. Justi 
& Son, Inc., Philadelphia, Pa.; Alex 
ander Leighton, district manager of 
L. D. Caulk Co., Chicago, IIl. 
Area chairmen in the Dealers 
Division include: Theodore R. Jeffers, 
president of Smith-Holden, _ Ince, 
Providence, R. I.; Russell Freeman, 
president of Davis-Schultz Co., But 
falo, N. Y.; F. Hume Grimes, president 
of W. D. Lockwood Dental Co, 
Washington, D. C.; Ben B. White, Jr. 
president of White-Rafert Co., Terre 
Haute, Ind.; G. Milton Goolsby, 
president of Atlanta Dental Supply 
Co., Atlanta, Ga.; Frederick K. 
Clauser, president of Midvale Dental 
Supply Co., St. Louis, Mo., and Edé 
ward L. Burrall, president of Tri-State 
Dental Supply Co., Phoenix, Arizona. 





Manufacturer Begins Dental Care Coverage 


A Detroit manufacturer of dental 
supplies and materials has become 
the second firm in the nation to pro- 
vide employees and dependents with 
insurance benefits for comprehensive 
dental care. The announcement was 
made by R. M. Kerr, president of the 
Kerr Manufacturing Company of De- 
troit. 

The pioneer firm in providing such 
insurance was The Dentists’ Supply 
Company of New York, located in 
York, Pa., which began its coverage 
in August, 1959. In both cases, the in- 
suring agent is Continental Casualty 
Company of Chicago, and technical 
advice was given by the American 
Dental Association. 

in making the announcement, Mr. 
Kerr expressed belief that “dental in- 
surance is destined soon to take its 
place with hospital and medical in- 
surance protection as an accepted need 
of every family.” Dental disorders, he 
pointed out, “are the most prevalent 
of all diseases.” 

In the plan, the company will pay 
the full premium for the dental in- 


surance plan. In the first year that the 
employee and his dependents receive 
dental services, they pay the first 
$25.00 of expense incurred for each 
of them, with a ceiling of $75.00. 


For dental expenses in excess of this 
amount, the insurance company will 
pay 80 per cent of the cost, with maxi- 
mums ranging from $200 per person 
in the first year to $400 per person in 
the third year. Family maximums are 
from $500 the first year to $1,000 the 
third year. Cost of the plan to the 
Kerr firm is an estimated 4 cents per 
hour per employee. 


The plan covers all types of dental 
service. Routine oral examinations, 
x-rays and prophylaxis (cleaning and 
scaling of teeth) are permitted at six- 
month intervals and no deductible 
amount is charged against these pre- 
ventive services. The patient is free 
to go to any dentist of his choosing, 
and no prior arrangement between 
the dentist and the insurance company 
is required. There will be no fee 
schedules. 


Survey Shows 43 Hour Work Week 


Dentists average 43.1 hours a week 
at the office. Dentists’ working hours 
were analyzed in the latest phase of 
the 1959 Survey of Dental Practice re- 
leased by the Bureau of Economic Re- 
search and Statistics. 

The 43.1 total was about the same 
as the number of hours per week 
reported by dentists who were sur- 
veyed in the 1956 study conducted by 
the bureau. Dentists estimate their 
work week is broken down into the 
following parts: 34.2 hours are spent 
at the chair; 3.8 hours are devoted 
to laboratory work; 2.5 hours are con- 


sumed by other work, and 2.6 hours 
represent free time. 


Although 43.1 hours were found to 
be the average work week, some 
17.8% of the dentists spent 50 hours 
or more per week in the office and 
37.5% spent 45 or more hours. Den- 
tists also were asked how many days 
a year they are absent from work be- 
cause of illness or other disability. 


Average number of days varied with 
age from 1.1 days for dentists under 
30 to 5.6 days and 5.2 days respective- 
ly for dentists in their 60s and 70s. 








Topical Fluorides Recommended 


The Pennsylvania Department of 
Health recently recommended that 
areas lacking fluoridation of water 
supplies use topical fluorides to pre- 
vent tooth decay in children. 

When properly applied, either stan- 
nous fluoride or sodium fluoride will 
reduce dental decay by 40 per cent, 
Dr. Linwood G. Grace, director of the 
department’s Dental Health Division 
said. 

To protect baby teeth, treatments 
should start when a child is three 
years old, Dr. Grace stated. He said 
the treatments should be repeated un- 


til the 14th year. 

While not as effective in reducing 
tooth decay as a fluoridated water 
supply, topical fluoride offers a pre: 
ventive treatment for children in areas 
getting water from private wells, Dr. 
Grace explained. 

He said topical fluoride is nota 
home remedy, a cure-all for dental 
diseases or a substitute for regular, 
professional dental care. 

“It will not eliminate the necessity 
for good oral hygiene or the obsery- 
ance of proper dietary habits,” the 
state health department official said. 


A TESTIMONIAL DINNER 


in honor of 


Dr. CHARLES H. PATTON 


PRESIDENT OF THE AMERICAN DENTAL ASSOCIATION 


sponsored by The Philadelphia County Dental Society 


Wednesday, March 1, 1961 


BARCLAY HOTEL 


18th and Rittenhouse Square 
Philadelphia, Pa. 


For information and reservations contact 


Mr. Max Kohn, Executive Secretary, Phila- 


delphia County Dental Society, Sheraton 
Hotel, Philadelphia 3, Pa. 
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President 
N. C. T. SHAFFER 


Secretary 
WittiaAM C. STAVRIDES 


Reporters 
Louis H. SoGaro 
D. J. Rossi 











Montgomery-Bucks 


One hundred and two members of 
the society attended the November 
meeting of the group, when Dr. Syl- 
vester B. Smith sounded the gavel for 
the opening ceremonies at the Buck 
Hotel in Feasterville. The guest clini- 
cian was Dr. Lyon P. Strean, Chief of 
Dental Medicine, Merck, Sharpe and 
Dohme Research Laboratories at West 
Point, Pa. His subject, Newer Drugs 
of Practical Significance to the Dentist, 
was excellently presented and appre- 
ciated by his audience. 

The following men were elected to 
membership in the society at this 
meeting: Drs. Armin M. Elkins, 
Abington; Casimir R. Cwiklinski, 
Langhorne; John L. Hutchman, Nor- 
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Crawford Co. Trust Bldg. 
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Philadelphia 
Allentown 
Dallas 
Pottsville 
Harrisburg 
Athens 
Altoona 
DuBois 
Meadville 
Pittsburgh 


Ave. 


Ave. 
St. 


ristown; Howard M. Sobel, Jenkin- 
town; David R. Lecrone, Quakertown; 
and Charles V. Tucker, Jr., Quaker- 
town. 

Bob Miller reported that prepara- 
tions were well under way for the an- 
nual Ladies Night at the Whitemarsh 
Country Club. 


Lehigh Valley 


The November meeting at the Al- 
pine Villa was very well attended, 52 
members present having set a modern 
record. Drs. Kenneth H. Boyer of Hel- 
lertown, and Ethan A. Gearhart, Jr., 
and James W. Marcks of Allentown, 
were welcomed to membership in our 
society, all being recent graduates and 
Student A.D.A. transfers. They were 
formally inducted at the Annual Din- 
ner-Dance held at the Lehigh Valley 
Club, December 14. The application 
for membership of Dr. Edward J. Or- 
manoski of Allentown was received 
and will be reported out at a future 
date. 








Officers for 1961 are: 
President zg. ¢. 
Vice President 
Treasurer 
Financial Secretary 
Corresponding Secretary 
Recording Secretary L. H. Sogaro 
Delegaies-at-Large to Executive Committee 

for 1961: J. Loicano, H. L. Jay, Jr., R. H. 

Gilbert, M. Parmet, P. Yaswinski and E. 

Cook. 

Our society recently honored seven 
members who have been in practice 50 
years or more by turning out in force 


for the occasion. 


W. Worsley 
H. S. Beam 
M. D. Geiger, Jr. 
I. O. Jones 
E. Mihalski 





President 
ANTHONY J. PERRY 


Secretary 
J. H. Harrison 


Reporters 
J. S. FALCHEK 
Ev_sie COLe 
MARGARET SOLTIS 
R. L. MONTANTE 











Hazleton 


The society held its Annual Christ- 


mas Party, December 10. The commit- 
tee, headed by Dr. Philip Domin as- 
sisted by Mrs. Charles Wagner, gave 
ample proof of their ability to arrange 
and conduct an affair of this kind. 
Those who were present agreed that 
the party was the fitting climax to all 
of the 1960 activities. 1960 departed 
in a blaze of glory. 

Dr. Eugene Koval has returned 
from Florida and has resumed the 
practice of oral surgery in Hazleton. 


Luzerne 


On November 14 the executive 
committee held a meeting at the 
Kingston House, Dr. Joseph P. Kris- 
chunis presiding. The nominating 
committee submitted a list of candi- 
dates for the various society offices for 
the coming year, advising that the 
slate would be announced at the reg- 
ular meeting of the society, November 
21. On this date the meeting was held 
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in the Assembly Room of the Veterans 
Hospital, the Dental Staff acting as 
hosts to the members and their guests, 
Following a short business session, at 
which a brief report on the A.D.A, 
convention was heard, Dr. Robert 
Bodycomb making the report. 

The speaker for the evening, Dr, 
Ernest R. Nuttal, was introduced by 
Dr. Leonard Sergott, Chief of Dental 
Services at the V. A. Hospital, anda 
member of our society. Dr. Nuttal, 
Professor of Fixed Partial Prosthesis, 
University of Maryland Dental School, 
lectured on Abutment Preparations, 
Using High-Speed Instruments. His 
instructive discourse, accompanied by 
many colored slides, was well pre 
sented. Following the program, a fel 
lowship hour was enjoyed in the pa 
tient’s cafeteria at the hospital with 
refreshments being served. 


Scranton 


At a meeting of the society, held 
November 28, Dr. Morris MacHudes 
gave a very informative talk on Par 
tial Dentures, illustrating it with 
many colored slides. Dr. MacHudes, 
from the Bronx, N. Y., and affiliated 
with several hospitals in that area gave 
fitting evidence of his 20 years of ex 
perience in this particular field, and 
came well qualified to speak on this 
subject. He is also very active in cleft 
palate work and is well known for 
his work. 

Planning for our annual “Smiles 
Contest” has been well done by Drs. 
Frank Gardner and Walter Fordham, 
co-chairmen, together with their com 
mittee. A good contest was promised 
and will be concluded during Chil 
dren’s Dental Health Week in Febru 
ary. Children in the 4th to 8th grades 
are eligible and our winner's pri 
will be a trip to Disneyland for the 
child and one parent. 





The Annual Christmas Dinner was 
held December 22, at which time the 
oficers for 1961 were elected and in- 
stalled. A drive is being conducted 
for the collection of amalgam scrap 
and x-ray foil by members of the 
auxiliary to raise funds for special 
projects inaugurated by the ladies. 


President 
Water H. Kurtz 


Secretary 
Frep HOEFFER 


Reporters 
F. W. BurTcer 
S. B. DeETWEILER 
RONALD BERNHARDT 











While the news concerning the An- 
unal Fall Meeting of the Fourth Dis- 
trict Dental Society appeared in the 
December issue of the Journal, we 
were remiss in not assigning proper 
credit for the huge success of this 
meeting. To Drs. Vincent A. Callery 
and H. A. Crosswell, we now give be- 
lated credit for arranging and carry- 
ing out the entire program of the 29th 
Annual Meeting, held October 27, in 
Pottsville. Our thanks to them for 
their unselfish efforts which made this 
meeting the biggest and best in recent 
years. 


Berks County 


The Berks County Dental Society 
held its last meeting of the year, De- 
cember 5, in Medical Hall. Mr. Perry 
J. Sandell, Director of the Bureau of 
Dental Health Education, A.D.A., was 
the guest speaker, selecting for his 
topic, Dental Health Education. Mr. 
Sandell, having appeared before many 
of the component societies, lived up 
to all advance notices of his ability 
as a speaker, and lead his large audi- 
ence through a very interesting eve- 
ning. A lively round table discussion 
followed the lecture into which most 
of those present took some part. 
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At this meeting Drs. Robert L. 
Angstadt, Pittsburgh, 1960; Alfred E. 
Ciarlone, Pittsburgh, 1960 and 
Charles W. Matchett, University of 
Pennsylvania, 1959, were elected to 
membership. 

The meeting was followed by the 
usual fellowship hour. 


Dental Seminar 


Dr. Joseph I. Rozum was host at 
his home in Lincoln Park to the mem- 
bers of the Seminar at its meeting, 
December 6. The evening was given 
over to a round table discussion on 
things dental. Dr. Philip Zeidman 
presided at the meeting, which took 
place immediately before the clinical 
portion of the program. 

The following officers have been 
elected for 1961. 
President 
Vice President 
Secretary 
Treasurer 


Jules Kelsey 
Joseph Kelner 
Dale Gaul 
Perry Matz 


Postgraduate Study Club 

President Edward Kalbach officiated 
at a meeting of the group held De- 
cember 13 at the Reading Hospital. 
Mr. Howard E. Lenzer, District Man- 
ager, J. F. Jelenko & Co., presented a 
very interesting discourse on Elastic 
Impression Materials, which carried 
great appeal to those present. A dis- 
cussion and table clinic of the modern 
thiokol and silicone materials took 
place after the speakers presentation. 
This in turn was followed by an illus- 
trated talk on the methods of tissue 
retraction and the construction of the 
custom tray. 


Schuylkill 


The Schuylkill Dental Society has 
concluded its fall and winter program, 
and is now pointing toward its first 
spring meeting in March. We have 








enjoyed clinics conducted by members 
of the faculties at the dental schools 
of Temple University and the Uni- 
versity of Pennsylvania and feel that 
they have been of much benefit to all 
of us. 

The following officers have been 
elected for 1961: 
President 
Vice President 
Secretary- Treasurer 


C. J. Kolonauski 
E. J. Grabarek 
S. B. Detweiler 





President 
Donne. M. McHenry 


Secretary 
J. RALPH PARRETT 


Reporters 
J. RALPH PARRETT 
ROBERT NIEDERERR 
Aristepe S. RED 
Wayne RANCK 
DoNALD CLINGAN 
Lois HENNEBERGER 
Frep McCLain 











Harrisburg 


The last regular meeting of the 
Harrisburg Dental Society was held 


November 11 at the Harrisburg Acad- 
emy of Medicine, Dr. Tracy Tough 
presiding, with 60 members present. 
Preceeding the business session, Dr. 
Leonard Ackerman introduced Dr. J. 
J. Bentman, who presented an _ illus- 
trated lecture on Occlusal Equilibra- 
tion as a Benefit to the General Prac- 
titioner. Dr. Nathan Apple announced 
that the program for the December 
meeting would consist of a Clinic 
Night, conducted by members of the 
society. 

Marshall School’s PTA Committee 
made a door-to-door canvass in behalf 
of the Fluoridation Committee of 
Harrisburg Dental Society for peti- 
tioning the City Council on this mat- 
ter. The hearing before the council 
was held November 29, many of the 
society's members having attended. 
The nominating committee, Dr. Aris- 
tede S. Red, chairman, presented the 
following slate of officers for 1961: 


President 
President-Elect 


Charles H: 
Robert Everhard 
Vice President S. H. Yoffe 
Secretary- Treasurer Nathan A pple 


There followed a fellowship hour 
with refreshments, which was enjoyed 
by the enthusiastic turnout. 

Dr. Albert Goho, chairman of the 
University of Pennsylvania Building 
Campaign, announced that the half 
way mark of $500,000 had been 
reached. The marvelous feature con 
cerning this project is that ‘Al’ has 
been taking at least a week and some 
times longer every month from his 
own practice, and at his own expense 
to travel all over the country. The 
outlook for the success of this cam 
paign is very bright. As ‘Al’ puts it, 
the country is divided into 32 sections 
and he has one half of the funds and 
has covered only nine sections. We are 
proud to have him as one of our own, 
and publicly state our warm thanks 
and approval of his good deeds. Dr. 
Lester Burket, Dean of the Dental 
School, University of Pennsylvania, is 
accompanying Dr. Goho on all of his 
travels. 


Cumberland Valley 


The Cumberland Valley Dental So 
ciety met one week later than its cus 
tomary date which fell on election 
day this year, and as a result the mem 
bers gathered on November 15. At 
this time we were fortunate to secure 
as our speaker Mr. Andrew Bierney, 
of the Mellon Bank, Pittsburgh, who 
spoke on Estate Planning. His discus 
sion of methods to keep our earning 
instead of having them heavily taxed 
by the government proved interesting, 
In addition to our members, there 
were present many of our local bank 
ers and trust officers who were all pret 
ent as our guests to the dinner and 
social hour as well as the discussion 
The speaker proved to be a mot 
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gracious guest and together with the 
invited visitors thoroughly enjoyed 
the fellowship hour. 

Dr. Allen Watts and his family at- 
tended the A.D.A. meeting in Los 
Angeles as well as the Pan Pacific con- 
ference in Hawaii. 

The December meeting will see a 
round table discussion, as well as the 
annual election cf officers. 

We are pleased to note that Dr. 
John Bietsch has become an Honorary 
Life Member of the A.D.A. and its 
component societies. 


York 


The York County Dental Society 
was quite fortunate in obtaining the 
talents of John A. Myers of Baltimore 
as the speaker for its November meet- 
ing, held at the Lincoln Woods Inn. 
Following a cocktail hour and dinner, 
President George Lamotte called the 
meeting to order and announced that 
the group would again participate in 
the York Health Fair to be held this 
winter in the York Y.M.C.A. He also 
announced that Dr. Thomas Adams 
has been selected by the president of 
the Chamber of Commerce to be a 
member of a five man committee to 
evaluate the problem of fluoridation 
of York’s local water supply. 

Dr. Ted Kline then introduced Dr. 
Myers who selected for his topic, The 
Role of Some Nutritional Elements in 
the Health of the Teeth and Their 
Supporting Structures. He comple- 
mented his lecture with many excel- 
lent colored slides as well as graphs 
illustrating the effects of the diets of 
civilized people as compared to those 
of aborigines. He also gave his ideas 
of the value of certain mineral ele- 
ments and vitamins on the health of 
the body and teeth. An interesting 
question and answer period followed. 
The lecture gave all those present 
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much food for thought in regard to 
our modern day diets. 

Dr. Mike Bowser was recently a 
guest on WGAL-TV’s program, Call 
of the Outdoors, where he demon- 
strated his ability as an archer and 
presented movies of a pheasant hunt 
with the bow and arrow. 

We were all most happy to have 
Dr. Arch Campbell back with us after 
a period of illness lasting several 
months. 


Lancaster 


The Stevens House was the locale 
of the monthly meeting of the Lan- 
caster County Dental Society, Novem- 
ber 15. The speaker, Dr. Harold Ad- 
delston, of New York University, pre- 
sented Pedodontics for the General 
Practitioner, as his subject. Dr. Ad- 
delston is Professor of the Department 
of Pedodontics at N.Y.U., Past Presi- 
dent of the American Society for 
Children, Fellow of the American Col- 
lege of Dentists, and Past President 
of the American Academy of Pedodon- 
tics. 

Drs. John Wood and Irwin Uhler, 
our President and President-Elect, at- 
tended the A.D.A. meeting in Los 
Angeles and the Pan-Pacific Dental 
Conference in Honolulu. Their wives 
were State Delegates to the National 
Woman’s Auxiliary sessions. 

Dr. Uhler lectured to the Ameri- 
can Society of Oral Surgeons in Phoe- 
nix, Arizona on “Oral Surgery Prob 
lems in the Geriatric Patient” at a 
meeting of that group, October 12. 

Dr. Beryl Sherman addressed the 
Montgomery-Bucks Dental Society, 
October 24, on “Orthodontics—How 
Young, How Old?” 


Hanover 


The regular monthly meeting of the 
Hanover Dental Society was held No- 








vember 15 at the Aultland House in 
Hanover. At that time plans were 
made for a joint meeting with the 
Hanover Medical and Dental Societies 
to be held in April, with John Myers, 
M.D., of Baltimore, speaking on the 
subject of “Nutrition.” The society 
was canvassed for donations for the 
new dental room to be included in 
the new wing of the Hanover General 
Hospital—it met with a favorable re- 
sponse. Thanks to Mr. Edward Wal- 
lace, publisher of the Hanover Eve- 
ning Sun, the series of articles on Den- 
tal Health are being published weekly 
in the newspaper. 

The speaker at this meeting was 
Dr. William Ramsey, who spoke on 
“The Biological and Mechanical Con- 
siderations of Partial Dentures.” 





President 
HAROLD JONES 


Secretary 
Grorce MATTHEWS 


Reporters 
Georce MATTHEWS 
R. E. VONADA 
Rosert HIGASHIDA 
SEYMOUR FINKELSTEIN 
Cc. R. Davis 











Members of the 7th District Dental 
Society are reminded that this year’s 
Central Pennsylvania Dental Society's 
meeting will be but a two day affair. 
It will be held in Altoona at the Penn 
Alto Hotel, February 27 and 28. Dr. 
Harold Jones, president of the 7th 
District, and his committees are work- 
ing diligently to make this meeting 
an extraordinary one. Outstanding 
speakers and clinicians are being se- 
cured for the Monday sessions as well 
as for those on the following day. The 
afternoon of the second day will be 
devoted to a series of table clinics. 

This year the traditional banquet 
will be held on the evening of the 
first day, February 27. 


Centre 


At a meeting of the Centre Dental 
Society, held November 22, at the 
State College Hotel in State Coll 
the following officers for 1961 were 
elected: 


President Richard Barrickman 


Vice President Donald O'Neill 
Secretary-Treasurer John Gabel 

The out-going officers, Frank Stey. 
ens, now past president, Richard Bar. 
rickman, former vice president, and 
Donald O’Neill who was again re 
elected, were given a rising vote of 
thanks for their successful administra 
tion. 

Mr. Robert Davisson, a representa- 
tive of the Dentsply Company, gave 
an illustrated talk using dual colored 
slide projectors on “Cosmetic Restore- 
tions” a new term suggested for more 
natural appearing full denture pros 
thesis. It is attained by the scientific 
method for the selection of teeth a 
to color, form and size together with 
their arrangement and position in the 
arch. Along with this goes the proper 
contouring and thickness of the 
flanges, thus restoring natural lip and 
cheek contours. 


President 
T. E. CRresstey 


\Faetcn 


Secretary 
Ciame LATHROP 





Reporter 
Joun Huey 





Dr. Ray Wilson, Eighth Distria 
Trustee, and Dr. Stanley Bielobocky 
of DuBois, attended the meeting of 
the Odontological Society of Wester 
Pennsylvania, in Pittsburgh. They r 
turned with a glowing report on this 
meeting, stating that it was a bigger 
than usual success, and was very well 
attended, the planning having been 
most remarkable and efficient. 

The members of the district practice 
ing in Punxsutawney have expressed 
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a desire to form a local society. The 
details of this plan are expected to be 
completed sometime during the win- 
ter months. Plans are now being made 
to have this community fluoridate the 

water supply. Dr. Paul Johnston, the 
district's Public Health Director, was 
instrumental in presenting this plan 
to the Punxsutawney Council. 

Dr. Harold Nichols, a graduate of 
the Dental School at the University 
of Pittsburgh, opened his office in the 
Means Building in Punxsutawney on 
December |. 

Drs. John A. Vancheri and Paul 
Johnston, accompanied Ray Wilson 
to the Greater Pittsburgh meeting in 
October. 


President 
K. L. Davis 


Secretary 
Jack H. CLARKE 


Reporters 
G. S. PHILLips 
HENRY SLOAN 
G. GrEpert, Jr. 
[. HERNBLOM 
A. R. Krause 
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Erie 
The Erie County Dental Society 
met November 16, with 50 members 
and guests present. Dr. E. F. Mim- 
mack, professor of Materia Medica, 
University of Buffalo Dental School, 
gave us a most informative talk on 
“Oral Therapeutics and Prescription 
Writing.” Dr. Ford Stewart, delegate 
from our society to A.D.A. meeting in 
Los Angeles, gave an excellent report 

on the proceedings. 
The Kahkwa Club was the locale of 
our annual Christmas Party, held De- 
cember 17. A cocktail hour was en- 


joyed previous to the main event, 
which took the form of a buffet din- 
ner. Dancing was enjoyed during the 
remaining hours of the evening. 


We welcome Drs. Roy McGinley 
and Harold Green, who were elected 
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to membership in the society, and ex- 
tend to them our warm wishes that 
they might become one of us in every 
form of activity. 

Dr. David Wehrle has been assigned 
to the Veteran’s Administration Serv- 
ice, while Dr. Edison Strong, another 
of our members, has entered the 
Armed Forces. 

Dr. John Friedlander, Children’s 
Dental Health Week Chairman, has 
an energetic committee working on 
the plans for the observance of that 
week, scheduled for February 5 
through 11. Displays in stores, bill- 
board announcements and a dinner 
are a few of the plans for this national 
week. 


Lawrence 


The Lawrence County Dental So- 
ciety held its November meeting at 
the Wampum Inn, in Wampum. The 
largest turnout we have had in the 
last several years was an encouraging 
sign of favorable things to come. The 
enthusiasm and interest in our meet- 
ings are reflected in the driving leader- 
ship of our new president, Dr. David 
Hamilton. Dr. Henry Oles, of Youngs- 
town, Ohio, and who had practiced 
formerly in New Castle, was our clini- 
cian. His topic, “The Aspects of Hyp- 
nosis in Dentistry,’ was well delivered 
and met the hearty approval of all 
present. 

Dr. J. B. Walker gave a report on 
his activities in preparation for Chil- 
dren’s Health Week. Dr. J. Edward 
Everett gave his report on the A.D.A. 
meeting in Los Angeles. Drs. Gibson 
and Patton, newcomers to our com- 
munity, were introduced to the group. 


Mercer 
On November 15 the Mercer Coun- 
ty Dental Society met at the Eagles 
Grille, in Farrell, with 30 members in 








attendance. Three of our members 
were presented with their 35 year 
keys; Dr. George Eaton, whose key 
was presented by his son, and Drs. 
David Williams and Joseph Dodds, 
whose keys were presented by Dr. Lou 
Landy. 

Our program chairman, Dr. Neil, 
presented Dr. Ira Flamberg, anesthesi- 
ologist at Sharon General Hospital, 
who gave an interesting talk on 
“Treatment of Reaction to Local 
Anesthetics and the Control of Bleed- 
ing in the Dental Practice.” 

Dr. Shellenberger received reports 
from the various committees and held 
a discussion of the county insurance 
program. 


President 
FE. H. GLorrenry 


Secretary 
H. D. Burrs, Jr. 


Reporter 
Daviw H. Enruicu 





The following officers have been 
elected by the Odontological Society 
for 1961: 
President-Elect 
Ist Vice President 
2nd Vice President 
Treasurer George P. Boucek 
Secretary Homer D. Butts, Jr. 

President Edwin H. Glotfelty as- 
sumed office on January I, 1961. 

The Postgraduate Committee of the 
Odontological Society and the Uni- 
versity of Pittsburgh, under the chair- 
manship of Dr. H. W. Zwicker, has 
developed an excellent program for 
the coming year. The courses are spon- 
sored by the Odontological Society 
and presented at the University of 
Pittsburgh School of Dentistry. On 
January 18, 19 and 20, Dr. Jack Alloy 
and Dr. Maxwell Fogel, both of Phila- 
delphia, will present a course on 
“Orthodontics in Periodontal Thera- 
py.” On February 9, 10 and 11, Dr. 


Homer B. Porritt 
W. Arthur George 
Louis Shrallow 


Henry M. Tanner of the Univers 
of Southern California Dental School, 
will give demonstrations and lecture, 
on “Crown and Bridge Prosthetics? 
Dr. Ernest T. Lewis will conduct q 
four day course in Full Denture Gop. 
struction at Western State Peniten. 
ary, March 15, 16, 17 & 18. 

Dr. Andrew E. Michanowicz, of 
Pittsburgh, and Dr. Walter P. Aus 
lander, of New York, will present a 
six-session course on “Endodontyic 
Therapy”. Two hour periods have 
been scheduled for the evenings of 
March 15, 22 and 29, and April 5, 2 
and 19. A three-day lecture course on 
“Periodontal Therapy” will be given 
by Dr. Walter Cohen of Philadelphia, 
and Dr. Herbert E. Meyers of Pitts 
burgh, on April 12, 13 and 14. Inaé 
dition, a one-day clinical demonstra 
tion of periodontal therapy, given by 
closed circuit TV will be conducted 
on April 15 by Drs. Cohen and 
Meyers. 

Dr. Andrew E. Michanowicz wasa 
delegate to the meeting of the Amer: 
can Society of Dentistry for Children 
in Los Angeles in October at th 
meeting of the American Association 
of Endodonists. Dr. Michanowia 
spoke before the Cambria County 
Dental Society, September 26, on 
“Modern Concepts of Endodontie, 
and presented an essay to the Wes 
moreland County Dental Society, 0¢ 
tober 11 on “Endodontics As It Is Tt 
day.” 

The following members of tt 
Odontological Society were induct 
into the College of Dentists at tt 
convocation of that body in Los / 
geles in October: Drs. Charles F 
Brand, Mollie Foster, C. F. McDem® 
ott, Robert Pearce, Albert R. Pechat 
and Homer B. Porritt. 

Dr. Isaac Sissman has been ap 
pointed chairman of the Council ¢ 
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Journalism of the A.D.A. by the 
Board of Trustees. Dr. Sissman is also 
presently serving as chairman of the 
Committee on Journalism of the 
American College of Dentists. 

Dr. W. F. Swanson has been ap- 
pointed chairman of the Council on 
Dental Research of the A.D.A. by the 
Board of Trustees. 

Dr. George Schugar will present an 
esay entitled “Decisive Obturation 
with Gutta-Percha Based on Engineer- 
ing Concepts” at the annual meeting 
of the American Association of Endo- 
dontists in Chicago, in February. 

Dr. Leonard Monheim will partici- 
pate in a one-day program of the IIli- 
nois section of the American Dental 
Society of Anesthesiology to be held 
at the Conrad Hilton Hotel in Chi- 
cago, February 5. The subject of the 
meeting will be “Recent Advances in 
Dental Anesthesia.” 


American Society of Dentistry for Children 


The Western Pennsylvania Branch 
of this organization presented a lim- 
ited attendance clinic November 13 


BENTELL 
315 SOUTH 16TH STREET 





PORCELAIN 


at Webster Hall Hotel. Dr. Raymond 
Werther, head of the Department of 
Pedodontics at the University of Penn- 
sylvania, spoke on “Orthodontics for 
the General Practitioner.” 


Periodontology Club 


This group held a meeting in the 
Clinic Room of the Odontological So- 
ciety November 8. Dr. Louis A. Baraff 
reported on the meeting of the A.D.A. 
in Los Angeles. 


Pittsburgh Dental Research Club 


The Pittsburgh Dental Research 
Club completed an eight-session course 
on “Hypnosis in Dentistry” at its 
meeting December 20. Drs. Kay 
Thompson, Morton Aaronson, Francis 
Irwin, Paul Kost and J. A. Weyandt 
were instructors for the course. 

On January 17 the Club will con- 
duct an all-day program on “Practice 
Management and Efficient Office Pro- 
cedure” at Webster Hall Hotel. Dr. 
S. Meigs Jones, of Kansas City, will 
be the essayist. 


THE ONLY PORCELAIN BRIDGE- 


WORK THAT HAS “THAT 
PORCELAIN JACKET LOOK”’ 


Porcelain fused to 10% Iridio-Platinum 

% A new and Improved Porcelain 
Restoration. 

% New Casting Technique. 

%& New Porcelain with Perfect Color, 
Translucency and Workmanship 
All Shades Matched, Including 
Swissedent, Vivodent & Bioblend 


STUDIOS 
PHILADELPHIA 2, PA. 








CLASSIFIED 


ATTENTION STUDY CLUBS! Tape re- DENTAL HANDPIECE 
corder free with three-year prepaid 

subscription to THE AUDIO JOURNAL AND ANGLE 
OF DENTISTRY. Literature available and 
EXCERPT DEMONSTRATION TAPE of g: eee 
LOANED. 5239 Chestnut Street, Phila- ~/ ; 
delphia 39, Pennsylvania. REPAIRING 


FOR SALE OR RENT: Modernly Yom 
equipped two chair office & attached 
home. Air conditioned throughout. We Repair All Makes Including: 
Good location for new dentist or for 
man seeking to relocate. Sell or rent 
entire establishment or will sell all 
dental equipment. Terms can be ar- and all other stenderd 
ranged. Contact: White & Rupert Realty 


Co., Baldwin Bldg., Erie, Pa. ~ my 4 
FOR SALE: Cheap — Dental Office, = . 
Equipment, Instruments, Supplies & 
Furniture. Six year old S.S. White 
Chair and Unit. American Cabinet, Ray W. Eck 
Ritter variable Xray. Can be used at 

present location or moved elsewhere. 1039 Birch Street 

Excellent for second chair office. Write: 


E. S. Hauber, D.D.S., 25 Erie Avenue, Reading, Pa. 
St. Marys, Pa. 


S.S.WHITE, MIDWEST, KERR, : 
DENSCO, CLEVEDENT, DENTICATOR, 








office planning is not 
ACCIDENTAL 


The Equipment De- 

partment of The L. D. 

Caulk Company spe- 

cializes in “all de- 

tail” office planning for the Dental Profession. And the 
job is done right in Caulk Equipment Offices where, if 
you wish, you can give it personal supervision. 


THE L. D. CAULK COMPANY 


BALTIMORE, CAMDEN, CHARLESTON, CHICAGO, FRESNO, 
MARRISBURG, HUNTINGTON, JERSEY CITY, JOHNSTOWN, NEWARK, 
©AKLAND, PALO ALTO. PHILADELPHIA, PITTSBURGH, SACRAMENTO, 

SAN FRANCISCO, SILVER SPRING, WHEELING 


We suggest the use of ADA Dental Health Education Material 
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